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INTRODUCTION. 



The immediate incentive to the following investigations was the suggestion by M. 
Lioewy of the extended use of the equatorial telescope and its adaptation to new lines 
of research through the introduction of reflecting surfaces in front of the objective. 
A comparison of the following pages with M. Loewy*s printed papers will show that 
in many respects I have deviated widely from his methods in the application of the 
principle suggested by him, and it seems proper to state that this deviation arises 
mainly from the circumstance that I have independently worked out what seemed 
to me advantageous methods in ignorance of his development of the subject, his 
papers not becoming accessible to me until after I had become committed to methods 
and an instrument of my own design. 

For pecuniary aid in the construction of this instrument I am indebted to the 
trustees of the Watson fund of the National Academy of Sciences, who placed the sum 
of eight hundred dolors at my disposal for this purpose. I take this opportunity of 
expressing to the gentlemen composing the board of trustees of that fund, Messrs. 
Simon Newcomb, B. A. Gould and Asaph Hall, my thanks for the confidence thus 
extended to my attempts at applying what was then a new and untried method of 
research. 

The fundamental idea of the prism apparatus designed by M. Loewy and described 
in a series of papers published in the Comptea Rendus de V Academic des Sciences^ 
Vol. CIII.^ et seq.^ is that if two reflecting surfaces be placed in front of the objective 
of a telescope in such a manner as to reflect into the objective images of different 
portions of the heavens, the angular distance separating any pair of stars whose im- 
ages are thus formed in the telescope, may be found by adding to twice the angle be- 
tween the reflecting surfaces the angular distance between the images of the stars. 
This latter quantity may be determined with great precision by means of a filar 
micrometer, but the angle between the reflecting surfaces does not admit of very 
precise determination, and the observing programme proposed by M. Loewy is a 
purely differential one, from which the angle between the reflecting surfaces is elim- 
inated. 
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It is evident that if instead of two mirrors, three or any greater number be em- 
ployed and be so placed as to make approximately equal angles one witli another, the 
mean value of the angles formed by the several pairs of mirrors will be determined 
by purely geometrical considerations, e. g, in the case of three mirrors this angle 
will be 60®, and if each pair of mirrors be employed in the determination of the mi- 
crometer distance between the images of the stars as seen in the field of the tele- 
scope, the absolute angular distance between the stars will be 120® plus the mean of 
the three measured distances. The distance between any pair of stars approximately 
120® apart may therefore be measured by employing three mirrors; and it may be 
noted that no other distance admits of such a determination, since if four mirrors be 
employed the corresponding distance becomes 180®, and it is practically impossible 
that both stars should be simultaneously visible, and ^ fortiori for any greater num. 
ber of mirrors. 

All of the observations which it is the purpose of the present memoir to set forth 
and discuss are measurements of the angular distance between stars approximately 
120® apart, and such a distance will hereafter be denoted by the symbol J. 

In my first design of an instrument adapted to observations of this kind, the re- 
flecting surfaces were the silvered faces of an equiangular glass prism supported 
in front of the objective of an equatorially mounted telescope, with the axis of the 
prism perpendicular to the line of sight. The theory of the apparatus, hereafter de- 
veloped, indicates the following requirements which must be satisfied by the mechan- 
ical construction. 

(a.) The prism must admit of rotation through 360® about a line approximately 
coincident with its own axis 

{b,) The axis of the prism must admit of rotation through 360® about a line ap- 
proximately coincident with the line of sight of the telescope. 

(c.) The prism must be so supported that neither of these rotations shall have any 
systematic effect in distorting the figure of the reflecting surfaces. 

(d,) It is obviously a matter of practical convenience that the rotations (a) and 
(h) should be effected from the eye end of the telescope, and I adoptpd this as a fur- 
ther condition to be satisfied. 

The apparatus was to be attached to the six-inch Clark equatorial telescope in the 
"Student's Observatory" of the University of Wisconsin. This telescope was for- 
merly the property of Mr. S. W. Burnham, and its optical excellence may be inferred 
from the large amount of double-star work, both measurement and discovery, done 
with it by Mr. Burnham. The objective has a clear aperture of 152 mm, and a focal 
length of 2,384 mm. It is mounted in a wooden tube carried by a light equatorial 
mounting of the ordinary Clark type, and is provided with an excellent driving 
clock. The filar micrometer which constitutes an essential part of the apparatus is 
described in a subsequent section devoted to its investigation. 

The equiangular glass prism which was to furnish the reflecting surfaces was pre- 
pared for me by Mr. J. A. Brashear, who informs me that he experienced great diflft- 
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culty in figuring the surfaces by reason of changing temperature distorting the edges 
of the prism more rapidly than its central portions. " Our standard test plate is one 
half inch thick, the prism being so heavy the effect of merely opening a door could 
be seen in less than fifteen seconds, and the only way we were sure of the surface 
was to leave the test plate on prism for a night, light the sodium flame and test im 
mediately. " 

Since distortions of this character finally compelled me to abandon the use of the 
prism and to substitute for it another device, a summary description of this part of 
the apparatus will suffice. 

The prism was a single block of glass, each of whose silvered faces was 128 mm, 
square, save that the comers were rounded off to prevent chipping. The prism was 
supported by brass cheeks let into and cemented to its triangular bases, and to each 
of these cheeks there was attached by suitable adjusting screws a circular brass plate 
with an aperture 5 mm. in diameter drilled in its center. By means of the adjust- 
ing screws these apertures were to be brought into the axis of the prism, and were 
to form the bearings for a pair of pivots supported near and in front of the edges of 
the objective of the telescope. These pivots constituted an axis about which the 
prism was to be rotated by an endless cord extending to the eye end of the telescope. 

The distance of the pivots in front of the objective was very approximately 
150 mm., and they were supported by a brass casting whose form and position with 
respect to the telescope are shown in the plate giving a general view of the tele- 
scope and dome. By means of four capstan -headed adjusting screws placed 90"^ apart 
the casting was attached to each of two stout metallic rings firmly bolted to the upper 
end of the telescope tube, and by means of these screws the prism could be brought 
into a position symmetrical with respect to the line of sight of the telescope. No 
part of the supports of the prism came in contact with the objective or its cell. 

To secure a rotation of the prism about the line of sight (Condition b) the original 
connection between the telescope tube and the declination axis was replaced by a 
simple form of heliometer cradle with handles for rapid and slow rotation of the tube. 
A divided circle reading to minutes of arc was attached to the eye end of the tube in 
order to measure the amount of rotation of the telescope in its cradle. Since this 
rotation corresponds to and is measured by an angle which in the theory of the appa- 
ratus is represented by the symbol P, this circle will be called the P circle. 
Although the cradle was provided with ball bearings for the support of the telescope, 
the motion of the tube proved to be rather stiff, and was the source of some incon- 
venience in the conduct of the observations. 

It will be recognized from the preceding description that the two faces of the prism 
which are employed as mirrors in any given observation, stand over opposite halves 
of the objective, and it is well known that this unsymmetrical distribution of the 
incident light will produce errors in the measured distance between the star images 
unless the micrometer threads are placed exactly in the focal plane of the objective. 
In order to control the focal adjustment of the telescope with all possible precision 
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I attached to the draw tube a nut carrying a micrometer screw, which I designate 
the longitudinal micrometer. As the focussing screw is turned the nut is moved out 
or in, parallel with the line of sight of the telescope, and small changes in the dis- 
tance of the filar micrometer threads from the objective may be very precisely deter- 
mined by turning the longitudinal screw until its point abuts against a fixed plate 
attached to the end of the telescope tube, and noting the reading of its head. 

Between the prism and the objective of the telescope I introduced an opaque cap 
pierced with two circular apertures approximately 60 mm, in diameter and symmet- 
rically placed on opposite sides of the center of the cap. In the ordinary use of the 
telescope the cap was so placed that the line of centers of the apertures was perpen- 
dicular to the axis of the prism, thus bringing the apertures under opposite mirrors 
and securing good definition and round images of the stars. To test the focal adjust- 
ment of the instrument the cap was turned until the line of centers was parallel to 
the axis of the prism and the light from a bright star was reflected from one face of 
the prism into both apertures. If the telescope were perfectly focussed all of the 
rays of light passing through the objective should be collected at one point and form 
a single image of the star, while if the focal adjustment was very greatly in error 
the rays of light passing through the two apertures would form two, more or less 
confused images of the star. 

I have shown, Astr, Jour. No. 171, that the angular distance between these images 
is given by the equation 

d = 206265 ^^y^-2 (1) 

where b^ — h^ is the linear distance between the centers of the apertures, / the focal 
length of the objective and q the error of focusing. It was my practice to give to q 
first a positive and then a negative value sufficiently great to separate the images of 
the star observed, to note the corresponding readings, a and 6, of the longitudinal 
micrometer and to measure the distances, A and B, between the images with the 
filar micrometer. If c be the reading of the longitudinal micrometer corresponding 
to an accurate adjustment of the focus we shall have, loc. ciL 

a+6 a— 6 A—B 

^=-z r'ATB («) 

and for any observation made with a focal adjustment corresponding to the reading 
X of the longitudinal micrometer the correction for mal-adjustment of focus will be 
given by 

/id = 306865 h^(x-c) = +0'.6l6 (x-c). (8) 

It was my purpose to determine the quantity c with sufficient frequency to permit 
its value to be interpolated for each observation of the distance between a pair of 
stars, but experience has shown this to be a matter of great difficulty, if not alto- 
gether impracticable, since the figure of the reflecting surfaces, upon which the focal 
length of the combination mirror + objective depends, varies in a complicated man- 
ner not only with the temperature but with the rate of change of the temperature. 
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Variations in the focal length of the apparatus and in the focal adjustment may 
conceivably arise from other causes than the above, but that deformations of the 
reflecting surfaces are present in sufficient degree to account for the observed changes 
is independently indicated by a series of observations of the position angles of the 
images produced by throwing the telescope out of focus as above described. I extract 
the following observation and note from my record of Oct. 7, 1890: 

Foeua on t Ceti. Mirror 1, 
Longitudinal Micrometer, 48.88 15.99 revolutions. 

Position Circle, 81*.8 96" .6 

"It appears from the above that the position angle of the images changes 16"* when 
the setting is changed from one side of focus to the other,'' If the mirror were a 
plane surface the line joining the images produced by throwing the telescope out of 
focus must be parallel to the line joining the centers of the apertures in the cap and 
the observed change in the direction of the former line indicates either a curved or, 
more probably, a warped surface for the mirror. 

The apparatus was placed in the "Students' Observatory" of the University of 
Wisconsin, a small wooden building adjoining the Washburn Observatory, and repre- 
sented in the foreground of the frontispiece. A description of the building is 
given in Vol. I., Publications W. O., and so much of that description as is pertinent 
to the work with the prism apparatus I reproduce here. 

"The building, which is entirely of wood, faces the south and is of one story 
throughout. A shallow cellar of about 4 feet deep is under the whole floor. " 

"The entrance from the south is into a hall 7.4 feet (north and south) by 6.3 feet 
(east and west). This hall is lighted by two windows, one north, the other west. 
From this hall a door to the east enters the dome. The radius of the spherical dome 
is 6.7 feet. * * * * The dome is supported upon an octagon structure, the inner 
sides of the joists forming one side of the octagon being 4. 5 feet. The northwest 
side of the octagon is omitted and the angle of the walls is there a right angle, to 
join the walls of the hall. The floor of the dome was originally 8 feet 5 inches 
below the turning part, but to fit it to receive a six-inch equatorial a second floor 
has been put in some 2.5 feet higher." * * * * 

*' The Equatorial Pier: This is built of selected red brick laid in cement and rubbed 
down to shape. It is 8 feet 6 inches above the (present) floor. " 

It is evident that the ordinary form of dome will not permit the simultaneous 
observation of stars 120® apart. In order to secure the simultaneous visibility of 
the stars I removed one half of the dome, leaving only the base ring, and that part 
of the hemispherical shell which lay upon one side of a vertical plane passing through 
the axis of the dome. Upon the base ring of the original dome another concentric 
sliding ring was placed, and this ring carried half of a hemispherical shell of slightly 
greater radius than the original dome. By rotating the upper upon the lower ring 
the relative position of the two half-hemispheres may be changed, e, g.^ they may be 
made to stand one over the other, leaving a clear opening from below the horizon to 
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within about 10® of the zenith, and extending over 160® in azimuth. When the 
larger half-hemisphere is placed opposite to the smaller one, they together constitute 
a closed and water-proof dome. A cut of the dome showing it opened for observa- 
tion faces p. 6. This arrangement has proved exceedingly convenient, and pos- 
sesses the great merit that during observation the instrument is virtually placed in 
the open air, the dome being reduced to little more than a screen placed at one side 
of the telescope. 

In order to familiarize myself with the apparatus thus described, in the autumn of 
1889 I made a short series of observations of six pairs of stars. At this time the 
theory of the instrument was imperfectly understood, and precautions in the adjust- 
ment and determination of instrumental constants which were subsequently adopted 
were here neglected from ignorance of their necessity. Chief among these is the 
correction which in the theory of the apparatus I have represented by the symbol K. 

These observations showed what I had suspected d priori, that the focal length of 
the apparatus varied in a marked degree even during a single evening, and that it 
was a matter of extreme diflBculty to determine the instantaneous value of the error 
of focusing, with sufficient precision to permit of its use as a correction term for the 
observations. 

The individual observations of this series are presented in the following table, in 
which the columns d, i?, Ab. and F, represent respectively the measured distance 
between the star images, the computed effects of refraction and aberration, and the 
correction for focus. 

I. a Piscium. a Leonis. 



Date. 


d 


R 


Ah, 


F 


Obs'd A 




1 « 


t « 


« 


« 


o / » 


1889 Oct 1 


+8 29.41 


+8 19.87 


-f 84.42 


-0.48 


120 7 22.8 


2 


84.85 


11.98 


84.32 


+ .18 


21.8 


8 


27.16 


20.08 


84.19 


- .15 


21.8 


5 


22.91 


24.07 


83.90 


-1.86 


19.0 



IL y Ceti. I Leonis. 



1889 Oct. 8 
5 

7 



+5 7.42 
2.78 
8.07 



+8 20.98 
24.67 
28.89 



-1-34.95 
84.89 
84.77 



-0.13 
-1.86 
-f0.40 



120 9 8.2 
0.5 
2.1 
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Daie. 


d 


R 


Ah. 


F 


OMd A 




1 « 


t & 


• 


« 


e 1 « 


1889 Sept. 17 


+5 20,40 


+8 18.07 


-31.19 


0,00 


120 8 2.8 


18 


20.89 


12.90 


8142 


+ .47 


2.8 


20 


26.64 


8.44 


31.85 


+ .87 


4.0 


27 


26.91 


9.72 


83.07 


+ .80 


4.4 


28 


29.00 


7.78 


33JdO 


- .22 


3.4 


80 


28.92 


6.85 


88.44 


+1.42 


3.8 


Oct 1 


24.93 


11.68 


83.55 


+1.80 


4.4 


8 


26.06 


10.96 


83.74 


+ .98 


4.8 


7 


28.87 


16.88 


33.98 


+ .26 


6.0 



XIV. 3 Serpentis. q> Aqoarii. 





f w 


# • 


» 


» 


e r • 


1889 Sept. 15 


+1 52.32 


+8 11.15 


-29.95 


+8.03 


120 4 36.6 


17 


52.92 


13.78 


80.42 


.00 


36.8 


18 


53.21 


18 36 


30.63 


+ .47 


36.4 


20 


56.10 


9.82 


31.05 


+ .80 


35.7 


21 


52.39 


13.60 


31.24 


- .25 


34.5 


27 


57.69 


10.67 


32.18 


+ .80 


87.0 


80 


60.62 


7.06 


32.53 


+1.42 


36.6 


Oct 1 


5479 


12.35 


32.62 


+1.30 


85.8 


8 


57.83 


12.10 


32.78 


+ .98 


881 


7 


54 02 


17.31 


33.01 


+ .30 1 


38.6 



XV. 5 Ophiuchi. t Ceti. 





t w 


» » 


• 


• 


• / 9 


1889 Oct 1 


+5 11.98 


+8 11.91 


-82.49 


+1.88 


120 7 52.7 


3 


18.55 


11.85 


82.94 


+0.81 


52.8 


7 


12.19 


17.12 


88.71 


+0.67 


56.2 
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Date. 


d 


R 


Al>. 


F 


Oba'd A 




t • 


1 • 


w 


» 


• t • 


1889 Sept. 17 


-7 20.83 


+8 11.66 


-31.13 


0.00 


119 56 19.7 


18 


18.02 


11.03 


31.41 


+ •47 


22.1 


20 


16.05 


8.60 


3192 


- .07 


20.5 


27 


1501 


8.57 


83.44 


+ .80 


20.9 


80 


12.16 


3.86 


83.94 


+1.42 


19.2 


Oct. 1 


18.07 


10.78 


34.10 


+1.30 


19.9 


8 


16.81 


10.44 


34.38 


+ .98 


21.2 



From the first powers of the 36 residuals furnished by these observations, I find 
as the probable error of a single observation, rj = ± 0. "82, from which it appears 
that the observations are not sufficiently precise for an investigation of the aberra- 
tion. 

A more complete understanding of the theory of the apparatus than I possessed at 
the time these observations were made suggests precautions which would doubtless 
lead to some amelioration of the results furnished by the apparatus, but the funda- 
mental difificulty, the deformation of the prism arising from changes of temperature 
and producing errors of focus, appears to me insuperable with this type of appa- 
ratus. I have therefore directed my attention to the construction of an apparatus in 
which this source of error should be avoided. 

Equation 1 indicates that the error represented by F in the table above may be 
obviated either by perfect focusing, g' = 0, or by constructing the apparatus to satisfy 
the condition 

for all adjustments of the focus. This quantity has been above defined as the dis- 
tance between the apertures in the cap, and for the purpose of the preceding discus- 
sion that definition was sufficient. It may be seen, however, from the article in 
which the equation is derived, that in general, b^ — b^ is the projection of this dis- 
tance upon the line along which the micrometer distance is to be measured, and that 
if the cap be so placed that the line determined by the centers of the apertures is 
parallel to the micrometer threads, then b^ — 6^ = 0, and even gross errors of focus- 
ing will have no effect upon the measured distances. It must not be inferred that 
an error of focusing will have no effect upon the position of the stars in the field of 
view, but only that it has no effect upon the measured distance when that distance is 
perpendicular to the line of the apertures. 
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To secure this advantage I have discarded the prism and have substituted for it 
three plane mirrors of rectangular cross section and equal size, 160 X 50 X 25 mm., 
which were constructed for me by Mr. Brashear. Each of these mirrors is silvered 
on all of its surfaces, although only one surface is polished, in order to secure as far 
as possible equality of radiation and absorption of heat and uniformity of tempera- 
ture throughout the mirror. Mr. Brashear informs me that these mirrors were cut 
with a diamond saw from a circular block of glass ten inches (254 mm,) in diameter. 
This block was ground, silvered and polished as a single mirror, and after the three 
mirrors had been cut from it they were tested and found to be indistinguishable one 
from another in respect of curvature. 

These mirrors were to replace the three faces of the prism, and to secure them in 
their proper positions with respect to each other and to the telescope, I had con- 
structed by Mr. Saegmuller a reel having two circular end plates of brass, 208 mm. 
in diameter and 10 mm. thick. These plates were firmly joined together by six brass 
beams of cross section like the letter Y, and three round tie rods of brass, each 
placed between a pair of Y beams. These tie rods and beams were all placed near 
the circumference of the end plates, leaving the central parts of the reel free for the 
reception of the mirrors, which were supported by adjusting screws with opposing 
springs in such a manner that the surface of each mirror could be made parallel to 
the axis of the reel, could be made to pass through the axis of the reel, and could be 
rotated about this axis so as to make the angles between the reflecting surfaces very 
approximately 60*^. The distance between the inner faces of the end plates of the reel 
exceeds the sum of the widths of the three mirrors by about half a millimeter, 
furnishing abundant room for the adjustment of the mirrors without interfering one 
with another. For the details of the construction see Figs. I, II, III and IV. 
Fig. I is a projection of the reel upon a plane perpendicular to its axis. Fig. II is 
a projection upon a plane passing through the axis, and the shaded portions repre- 
sent the intersections of this plane with the mirrors and parts of the reel. Figs. Ill 
and IV show the arrangement of adjusting screws and springs by which the mirrors 
were held in place. 

The springs whose pressures hold the mirrors in place were applied to the back surfaces 
of the mirrors, while the reflecting surfaces bore against the adjusting screws. In the 
construction of the reel great care was taken that the axis of each spiral spring should 
be exactly opposite the bearing point of its opposing screw, in order to avoid the 
distortion of the mirrors which would result from an unsymmetrical application of 
stresses to them. The reel was supported upon the same pivots which had been used 
with the prism, and the endless cord with which the prism was rotated about its 
axis was carried in a groove about one of the end plates of the reel. 

For the purpose of improving the definition an opaque cap or screen with three 
circular apertures was introduced between the reel and the objective. The diameters 
of these apertures were very approximately equal to the widths of the mirrors, and 
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their centers lay upon a diameter of the cap which was adjusted parallel to the axis 
of the reel, so that in effect the objective of the telescope was repljw^ed by three 
objectives, each of 50 mm, diameter. Each of these parts of the objective was com- 
pletely filled by a beam of light reflected from the central portion of one of the mir- 
rors and so situated that the axis of each beam intersected the axis of the reel, thus 
satisfying the condition h^ — 63 = 0. If the course of each of these beams be traced 
through the reel it will be found that the Y beams and tie rods are so placed that at 
no point do they impinge upon either the incident or reflected beam from any 
mirror. 

The several mirrors are numbered 1, 2, 3; 1 being nearest to and 3 farthest from 
the end of the reel about which the cord passes, and as in the prism each pair of faces 
is considered as forming an angle which may be used in the measurement of a dis- 
tance, A^ so each pair of mirrors is considered as forming an angle, and these angles 
are designated by Roman numerals, viz. : 

Mirrors 2 and 8 = Angle I. 
Mirrors 1 and 2 =: Angle IL 
Mirrors 8 and 1 ~ Angle III. 

These numerals are lettered upon each end of the reel, so that the observer need have 
no doubt as to the particular combination of mirrors which is in use at any moment. 

To test experimentally the freedom of the distances measured with the apparatus 
from errors of focusing, on May 3, 1890, I pointed the apparatus upon the pair of 
stars y Gemirwrum — 109 Virginia^ and with the telescope carefully focused, set the 
micrometer threads to simultaneously bisect the images of the stars. With my eye 
at the telescope I turned the focusing screw so as to move the micrometer alternately 
out and in, and watched the appearance of the stars with respect to the micrometer 
threads, which were placed approximately parallel to a vertical circle. The record in 
the note-book reads: "Threw the telescope 1 inch out of focus. Small motion of 
stars in vertical coordinate, but none in horizontal." The experimental test con- 
firms the indication of theory, that when the axes of the pencils of light reflected 
from any pair of mirrors fall upon that diameter of the objective which is perpendic- 
ular to the arc ^, errors of focusing have no effect upon the value of A measured 
with the apparatus. 

The results of an experimental series of observations made with the reel are given 
in the following tables, whose arrangement is the same as that of the preceding 
table of prism observations save "that the correction for focus is omitted. The 
results of both of these preliminary series are worthless for a determination of the 
distance between the stars observed, since certain minute instrumental corrections 
to be hereafter considered were not determined simultaneously with the observations, 
and are necessarily neglected. The results, however, sufiBce to show the marked 
advance in precision gained by substituting the reel in place of the prism. 
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DaU. 


d 


B 


Ah. 


Obs'd A 


B^fmarkB, 




1 a 


1 & 


« 


• t « 




1890 Maj2 


+0 18.65 


+8 8.59 


-82.14 


120 2 50.1 




3 


+ 8.U 


15.28 


82.86 


51.1 




8 


+ 15.80 


8.45 


88.85 


50.9 




15 


7.68 


83.94 


84.81 


51.0 


ObB*d 40m after epoch. 



D (2). I Hydr». U 82200. 





• 


/ • 


« 


• 


i « 




1890 Hay 26 


-2 29.75 


+8 10.81 


-24.19 


120 


16.4 


Ob8*d 80m after epoch. 


28 


41.91 


22.82 


25.08 




15.4 




80 


28.25 


5.26 


25.88 




16.2 




June 6 


25.44 


9.72 


28.41 




15.9 





E (2) p* Leonis. g Aquilse. 





1 • 


t • 


• 


• r « 




1890 May 26 


-8 57.20 


+8 10.45 


-18.88 


119 58 59.9 




28 


50.78 


5.18 


14.89 


60.0 




80 


49.58 


5.42 


15.44 


60.4 




June 6 


50.44 


10.15 


18.98 


60.7 




7 


51.06 


12.27 


19.45 


61.8 




8 


49.69 


10.22 


19.95 


60.6 




15 


41.24 


6.54 


28.18 


62.2 





P (2). V Leonis. i AquUaa. 





/ • 


/ • 


« 


• / • 




1890 May 28 


-8 21.80 


+8 6.00 


-9.88 


119 54 84.8 




60 


20.24 


5.89 


10.96 


84.7 




June 6 


21.21 


10.81 


14.62 


85.0 




7 


22.59 


12.61 


15.14 


84.9 




8 


19.81 


10.89 


15.68 


85.4 




15 


12.60 


6.64 


19.08 


85.0 





14 INTEODUCTION. 

' From the first powers of the 19 residuals furnished by these observations I find 
for the probable error of a single observation, r^= ± 0'.38, which compared with 
the corresponding number, ± 0'.82, for the prism observations indicates a precision 
more than fourfold greater. The precision obtained in a series of observations 
extending from September, 1890, to June, 1892, is appreciably greater than the pre- 
ceding, the probable error resulting from the final discussion of these observations 
being r,= ± 0'.30. 



THEORY OF THE ERRORS OP THE APPARATUS. 



An elaborate theory of the errors of the Loewy prism apparatus has been pub- 
lished in the Comptes Rendus by MM. Loewy and Puiseux, but since their apparatus 
differs in some important respects from that which I have employed, I have preferred 
to use for the reduction of the observations, formulae furnished by the following 
analysis, which was made before the publication of the theory above referred to. 
The analysis is based upon the following: 

Lemma. Given the polar coordinates A and P of the point in which the normal 
to a reflecting surface meets the celestial sphere, and the co-ordinates a^, p^ of a star, 
it is required to find the coordinates a', jo' of the point in which the ray from the star, 
after reflection meets the celestial sphere. 




In Fig. A let IT represent the celestial pole, M the point at which the normal 
to the mirror intersects the celestial sphere, Si and /S' respectively the star and the 
required direction of its reflected ray. Since from elementary principles of optics 
the arcs SiM, MS' are equal, we have from the spherical triangles involved the fol- 
lowing groups of equations, in which A represents the right ascension of M. 

tin y sinx =a ainpi «n {A—Oi) 

9inr coBX = cos PHn p^ eoa {A—ai) — «tn Pcoapi (4) 

C08X ^ iinPHnpi ca9(A—ai)+oo8Pco8pi 

tinp' tin {a'^A) = tiny tin x 

tinp' eat {a'— A) = tin Peot y — cot P sin y cot x (5) 

cotp'=aootPcoty-\-tinPtinycotx 
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(«) 



Substituting equations (4) in (5) they become: 

Hnp' sin (a'^A) = — Hnpi sin (aj— ^) 
9inp' C08 (a'— A) = eoap^ sin 2P — ain pj cos 2Peos{ai—A) 
eosp' =^ cospi cos 2P+sinpi sin 2Pcos (ai—A) 

which determine a', p' in terms of a, p, A and P. 

In Fig. B let S^ JS, represent two stars, of which S^ has the greater right 
ascension, and let M be the middle point of the arc ^ which joins them. R is the 
point of the celestial sphere toward which the rotation axis of the telescope tube is 
directed, and $ and v are the spherical coordinates of R referred to Jf as origin. P 




M 
Fig. B. 

is the point in which the axis of the reel produced on the north side of the equator 
meets the celestial sphere, and a„ jt)„ a^, p^ are the polar coordinates of >S, and S^ in a 
system in which the axis of the reel is the axis of z and the plane determined by the 
axis of the reel and the axis of rotation of the telescope tube is the plane of xz. The 
positive axis of x is directed approximately toward the point R, The arc of a great 
circle represented by a broken line through R is perpendicular to the arc ^ and the 
angle which it makes with the arc PR is to be reckoned positive when the axis of 
the reel P is inclined toward S^ The remaining quantities will be readily under- 
stood from the figure, and from it we obtain the following equations : 



sindySinM^ •= sin\-^-\-ij y 
sin d^ cos M^ = co» i y + 7 f «n $ 
CMdj =^ cos\-^-\-rf[cos^ 



sin d, sin/i» = «'n | y — 7 i 
«tn d, CM //, = coa I -g- - 7 I «n € (7) 
cosd^=M eos\Y-v\cos^ 



sinpi «in Oj = — sin d^ sin (Mi + 0) 
sin Pi cos ai = — sin d^ sin i cos {Mi+^)+ cos d^ cost 
cospi r= '-sindieosieos(Mi + 0) — cosdiSini 

sinpt sin a, = + sin d, sin{MM — 0) 
sinpt cosa^^ s:z — sin d, sin icosifi^ — B) -\- cob d^ cos i 
cos Pi = '-sind^cosicos{^^''0)'-cos d, sin i 



(8) 



(8') 
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Substitutiiig in equations (8) the values given by (7) and neglecting terme of the 
order €*, »?•, d«, t» they become 

mnp^mna^ = - «iij^+ ,7^ + j6»«f»y-| ©cot y 

nnpiooaai = +oo«|y+7[-4(|+ t)»co«y + »©«in|- (9) 

The corresponding equations for /?, a, are : 

Denoting by A^ and 90® — A, the coordinates of the normal to the mirror from 
which the image of the star fi^j is reflected, we obtain from (6) the following expres- 
saone for the oot^rdinates of the reflected image: 

ttnp'j sin (a'l — A^ = — Hnp^ sin (a^ — A^) 

8inp\ cos {a\ — Ai) = + eoaZhi sinp^ cos (a^ — Ai) + sin 2h^ cosp^ (10) 

eosp'i = + sin 2hi sinpi cos (a^ — A^) — cot 2hi cospi 

with a similar group of equations for the star S^ Multiply the first of these equa- 
tions by cos A^ and the second by sin A^ and add the products, the sum is easily 
tcftnsformed into: 

sinp\ sin a\ = sin %Ay^ sinp^ cos a^ — cos 2Ay sinp^^ sin a^ 

— 2«i»* Aj sin 4i sinpxCOs(a^ — A^) \- sin 2h^ sin A^ cospi 

Introduoing rectangular coordinates into the first member and neglecting terms of 
the third order, this equation becomes: 

y'j -«n (2^1 +y + 7) - 2/i! «« A^eos{A, + ^ + v)- lU + t*)' wn 24^ cos^ 

- je«cof2ili«tn~-2Ai ($ + i)«tii Ay cos^ (11) 

+ 2hyBsin A^ sin-^ + i^ sin^A^ sin -^+ i^ cos^A^eos -^ 

with a similar expression for y\. 

In these equations it will always be permissible to put sin p^^ sin p^ = I, and for 
the particular instrument with which we are here concerned, since ^ is very approx- 
imately equal to 120®, we may write in the second order terms 

0M -s- = 00« (Oj -- iij) = -^ 
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Introducing these special values into equation (11) and writing out the corresponding 
equation for S^ we obtain by addition and subtraction : 

y'l + y'. =2sin{A, + A^ + v)co$^A,^A^ + ^^ + L' (12) 

y\-y\= 2cos(A, + A^^7f)sin\A,'-A^ + ^^ + K (18) 

where L' is composed of second order terms whose values are not required in the fol- 
lowing investigation, and 

K = sin 60- j a; + /ij - l(^ + i?+ !©• + ($ + t) {h,+h,) -v^8 0(;ij- h,) j (14) 

To interpret equations (12) and (13), it should be noticed that since the axis of x 
coincides with the rotation axis of the telescope, axis of the cradle, the plane of yz is 
parallel to the micrometer threads, and if these threads be set at the proper position 
angle and made to bisect the images of the stars which appear in the focal plane of 
the objective, the angular distance between the threads gives directly the quantity 
y', — y'j and therefore by equation (13) determines A. 

The quantity J(y', + y\) represents the angular distance from the rotation axis of 
the telescope to the middle point of the line joining the two images in the field of the 
telescope, and if ordinary care is bestowed upon the adjustment and pointing of the 
telescope, this quantity can never exceed a very few minutes of arc. It, therefore, 

appears from (12) and (13) that both ain (A^-h A^ + v) and «w| ^, — ^j +— x are 
small quantities, and since approximately A^ = 120®, A^ = 240®, -4, + -4^ + 7 = 0®, 
A^ —A^ + T ~ l^^*^* ^® °^^y substitute arcs for sines, and writing in place of y\ — y\ 
the distance between the images of the stars as measured with the micrometer, which 
will be represented by c?', we have 

J r= 880* - 2(4, - A^) ±6! maY^K (15) 

in which 1'=^, + 4,+ v^ and sec F may in every case be put equal to unity with- 
out the introduction of sensible error. 

The reel contains three mirrors, any pair of which may be used to reflect images 
of the stars into the field of view of the telescope, and when so employed they will 
furnish an equation of the form (15). If each pair of mirrors be so used and the 
mean of the resulting equations be taken we shall obtain 

J = 120* ±d+i2: (16) 

which is the formula that has been used for the reduction of all the present series 
of observations. 

The value of K in this expression must be the mean of the several values of K' 
given by (14), but since this expression is somewhat complicated it will be well to 
consider the method of adjusting the instrunient and determining its errors before 
deriving a definitive expression for K. 



Betemdnatlon of the Parallel Since for the measurement of d the m icrometer 
threads must be placed parallel to the axis of z, a process analogous to the determina- 
tion of the parallel in the case of an ordinary filar micrometer becomes necessary. 
To effect this the images of the stars iS\, S^ were made to cross the field of view by 
slowly revolving the reel about its axis, and by trial a position of the thread was 
found at which the stars would run along the thread over the whole width of the 
field of view. When the micrometer box is rotated 90® from this position the 
threads are obviously parallel to the axis of the reel. In the early part of the work 
the parallel was determined on every night. Later, when it had become evident that 
this reading was very constant, determinations were made less frequently. In every 
determination of the parallel both of the stars Si, S2 were observed and the mean 
result adopted for the reading of the parallel, in order to eliminate from this quan- 
tity the effect of mal -adjustment and erroneous pointing of the instrument. 

A rough check upon the setting of the threads was obtained at every measurement 
of a pair of stars by noting that when the telescope tube was slightly rotated in the 
cradle the stars were displaced along lines parallel to the micrometer threads. This 
rotation of the tube also serves as a check against observing by accident two stars 
reflected from the same mirror instead of the pair desired, since stars reflected from 
the same mirror will be displaced in the same direction by a rotation of the tube, 
but in opposite directions if they are reflected from opposite mirrors. 



THE INSTRUMENTAL ERRORS OF ADJUSTMENT, ^ t;, B, 1, A, c. 

The quantities $, 7, depend upon the position into which the telescope is brought 
for the observation of a pair of stars, and therefore change with each setting of the 
instrument, while t, h and c are more strictly errors of adjustment of a semi-perma- 
nent character, 90® -f- 1 being the angle between the axis of the reel and the rota* 
tion axis of the tube; 90® — A the angle between the axis of the reel and the normal 
to any one of the mirrors; and c the collimation of the transverse micrometer thread 
referred to the rotation axis of the tube. If the telescope be so pointed that the 
reflected images of a pair of stars are brought into the field of view and the tele- 
scope tube then be rotated 180® in its cradle, the same pair of stars will again be 
visible. It is evident that this change of position does not affect or 7, but that 
® becomes 180® -f®, and that the other quantities are respectively transformed into 
— t, — A, — c. It is therefore necessary to distinguish between these two positions 
of the tube, and they will be designated respectively as Cord Up, and Cord Down^ 
the reference being to the position of the endless cord passing around one end of the 
reel. 

To the quantities above enumerated one other constant, f, should be added. The 
reel being a comparatively heavy body, it may be presimied that its supports will 
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bend slightly under its weight, aad that the angle t will veary with the position of 
the instrument. I therefore put 

issii^^fBinz CordUp. —i^—if^—fHaz Oard Dawn, 

To determine the relations which subsist among these quantities we revert to 
equations (9) and (10), and introducing rectangular coordinates find by neglecting 
terms of the second order, 

z'l = 2hi coa (Oj - ^ J + ($ + i) CM ~ - 6 tin y 

The plane zy in which these coordinates are measured may be made to coincide with 
the plane of the micrometer threads by revolving the primitive system of coordinates 
about the axis of y through the angle — i, and if after this rotation the origin be 
displaced parallel to the axis of z through a distance c, we shall have the following 
expression for the position of the star's image, in which the z coordinate is meas- 
ured from the transverse micrometer thread, positive toward the apparent upper 
half of the field. 

fr'i =2/1, oot(a, -i4,) + « + «)«w4~^**^4'"*'"^ ^^"^ 

For the determination of the instrumental constants I have made use of reflection 
observations analagous to meridian circle observations of the nadir. One of the mir- 
rors being brought by rotation of the reel into a position in which its normal is 
approximately parallel to the axis of the telescope, a reflected image of the microm- 
eter threads is formed in the field of view, and the distance between the transverse 
thread and its image is measured with the micrometer. It is evident that save for 
the effect of flexure this distance is independent of the direction in which the tele- 
scope is pointed, and since a, = ^, and ^ = 180®, we have 

x\ «s 2 (-f *i - io +f9in z)-e Cord Up, 

z\ =3 2 (— Tij + 1, + ^ ttn «) + <J Cord Down, 

TiCt the micrometer box be set at the position angle for which the threads are par- 
allel to the axis of y, denote by i?o the reading of the screw at which the fixed and 
movable threads are in coincidence, and denote by /?, and R^ respectively the read- 
ings when the movable thread is brought into coincidence with the reflected image 
of the fixed thread Cord Up and Cord Down; we shall have 

(R^ -h «, - 2B,)r = 4(fe, - <o) - 2c 

{R^-Rt,)r ^AfHnz (18) 

where r denotes the value of a revolution of the screw. 

The latter equation gives immediately a determination of /, and this may be made 
independently from each mirror. The following determination, made on Oct, 8, 
1890, may be cited as an example of the degree of accordance to be expected among 
the individual determinations: 

Mirror, 12 8 

/ 4-W 4-W +61' 
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The adopted mean results for the several mirrors, are 71', 59', 65' respectively. 

If the telescope be directed to a terrestrial mark the value of c may be determined 
from micrometer readings upon the mark made, Cord Up and Cord Down^ or the lon- 
gitudinal screw which moves the micrometer box may be employed to so adjust the 
threads that c shall become zero. I have employed the latter method, and I there- 
fore put c = in equations (17) and (18). 

Observations by reflection from each mirror furnish a determination of the diflfer- 
ence k — t^, and a single additional equation involving these quantities will suflBce 
for their determination. 

Such an equation may be obtained as follows: Let the telescope be directed 
approximately to the middle point of the arc ^ joining a pair of stars whose distance 
apart does not differ greatly from 120®. Assuming c-0, and writing out for each 
star the equation corresponding to (17), we have 

^'i =^i+lU-»)-0«n60* 
a^i =*• + *«-<) + ©«•'» «0' 

Putting C=4(2j + 2j), we obtain 

2;' = + /I, + A, + $ - 1*0 +/Mfi z Cord Up. 

2; = - /i, - A, + * -h io -h/ «n z Cord Down. ^^^ 

Expressing the values of C in terms of the micrometer readings as above and sub- 
tracting, 

2{R' + R' - 2iJo)r = Aj + A, - u (20) 

and a similar equation may be obtained from each pair of mirrors. 

If we represent the absolute term of equation (20) by n,, and of (18) by n', with a 
corresponding notation for the similar equations resulting from the other mirrors, we 
shall have the following group of equations from which to determine the values of 

»o. K ^ ^• 

hi — {q =s n' A, + Tig — io = **i 

^f — io = **" ^1 + ^i ■" ^0 = '^f 

hg — «o == ^"' ^i + ^1 — *o = ^i 

If from these equations normal equations be formed in the customary manner, and 
an algebraic solution for the values of the unknowns be made, they will be found to 

be as follows: 

2/ij=(n,-n") + (n,-n"') 

2/i,=(n, -n')+(n,-n"') 

2A.==(n, -n')+(n, -n") . ^^'^ 

8*0 = (wi + n, -h n.) - 2(n' + n" + n") 

These equations are so readily applied to the derivation of numerical values that 
I have uniformly employed them for the determination of Iq and A, although the abso- 
lute terms represented by the accents are much better determined than those to which 
subscripts are affixed, and strictly should receive greater weight in the formation of 
the normal equations. A table of observed values of these instrumental constants 
may be foimd at p. 24. 
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The equations already derived serve as a basis for the determination of the quanti- 
ties I, rjt ®. which depend upon the position of the telescope relative to the stars to be 
observed. Applying equation (17) to each star of a pair under observation, we have, 
when A approximately equals 120®, 

J /i 

z\ = 2^1, co« (Oi - iij) + (^ - i) CM y - idn, y 

A A ^^^ 

z\ ~ 2/i, C09 (a, — 4g) + ($ — t) co« ^ -h 6 «tn -^ 

from which it appears that -if the telescope tube be turned in its cradle until the line 
joining the star images is perpendicular to the micrometer threads,, i, e., z\ = z\^ 
© will very approximately equal A, — h^. If each pair of mirrors be successively 
employed for the observation of the stars, and the readings T', T'^ T" of the tube 
circle (P circle) at which z\ = z\ be noted, we shall have 

= when r= K?' + r" + T'") 

since (A, — h^ + (A.^ "" A3) + (A3 — A,) is necessarily zero. The value of T thus deter- 
mined has been employed only for an approximate setting of the tube in order to find 
the stars. In the actual measurement of the distance between the images in the field 
of view the tube was rotated in its cradle until the line joining the images was by 
estimation parallel with the transverse micrometer thread, in which position I 
assume 

From equations (19) we have 

C -f- C" = (R' - J2")r = I -f / «in « (28) 

which determines 4, since / is a known quantity. If by trial a pointing of the tele- 
scope be found at which a rotation of the tube through 180® will leave i?' = i?', we 
shall have ^ = —fsinz. 

The same rotation of the tube in its cradle may also be used to test the magnitude 
of 7, although an accurate pointing in this coordinate is of small consequence, since 
it does not enter into the expression for K. 

We have now to obtain a definitive expression for the correction JT, required by 
the measured distances, and due to the combined effect of the quantities represented 
by A, i. /, © and §, and as a preliminary to its derivation a brief statement of the 
methods of observation is required. The index corrections of the hour, declination 
and P circles were always known with a sufficient degree of approximation to secure 
a ready finding of the stars. After the images had been brought into the field of 
view by the rough setting, the slow motion about the polar axis was employed to 
bring the middle part of the arc joining the stars near to the fixed micrometer 
thread ; the reel was then rotated so as to bring one of the stars up to the fixed 
thread, and the movable micrometer thread was brought up to the other star. A red 
glass screen placed between the micrometer threads and the incandescent electric 
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lamp which illuminated them was then withdrawn and the transverse thread, hitherto 
invisible appeared faintly illuminated; by means of the slow motion in declination 
the stars were brought near to the thread, and by the slow motion of the tube it was 
rotated until the line joining the stars was parallel to the thread. The glass screen 
being replaced, the transverse thread became invisible, the micrometer measures 
were commenced and two or three bisections of the images furnished by each pair of 
mirrors were made. The telescope was then rotated 180® in its cradle, the movable 
thread brought to the opposite side of the fixed thread in order to eliminate the 
coincidence of the threads, the telescope again adjusted as above described and a sim- 
ilar set of measures with each pair of mirrors was made in the inverse order, to elim- 
inate any progressive change in the angles between the mirrors. In many cases the 
lube was used in one position only, e. g.^ Cord Up, but in every measurement of a 
pair of stars each pair of mirrors was employed and the coincidence of the microm- 
eter threads eliminated. 

The transverse micrometer thread did not pass through the rotation axis of the 
tube, but was distant from it very approximately one minute of arc, the point of the 
field through which the axis passed appearing to the observer to be between the 
transverse thread and the cord governing the reel. The final setting of the telescope 
in declination was so made that the stars appeared to lie between the transverse 
thread and the cord at an estimated distance from the thread of 1', i. e. , 
z'i = 2'2 = 0. We have, therefore, the following relations among the instrumental 
errors which are assumed to be satisfied at the instant of observation : 

2Q«ny-f 7i, -Til = (24) 

By means of these equations we eliminate 4 and ^ from equations (14), and find 

K = 1/8 j i{h, + 7», - i) - \{h, - h^y j (25) 

Taking the mean of the values of K' for the several angles of the reel, there 
results 



A'== i/8J-i(2:S/i-3i)-Vg2(A-/i)'j (26) 



where the first summation symbol extends over the three mirrors, and the last one 
over the three pairs of mirrois constituting the angles of the reel. If A — t is very 
small, as is usually the case, we may write after introducing the flexure term, 

J? = V3 1'S + i/3/« niri* z ± 2to / nn z 

Since the last term in this expression is eliminated from the mean of an observa- 
tion Cord Up and Cord Doten, I have usually neglected it. 

I have adopted for/ as a mean value, one minute of arc, and have computed 
for each pair of stars the value of V^PsMz, using for z the zenith distance 
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of the middle point of the arc joining the stars at the average hour angle at which 
they were observed. With the exception of this t^rm the expression for K is con- 
stant for all pairs of stars so long as the instrumental constants t^, A„ h^^ A„ remain 
unchanged, and since the observed values of these quantities for considerable periods 
of time show no variations greater than can fairly be attributed to error in the deter- 
minations, I have employed during such intervals a constant value of K correspond- 
ing to the average values of the instrumental constants. A table of observed values 
of these constants follows. 

OBSERVED VALUES OF THE INSTRUMENTAL CONSTANTS. 



Date. 


OMr, 


»o 


K 


K 


^, 


Date, 


06aV. 


to 


^1 


h. 


A, 


1890-91 




' 


' 


' 




1891- '92 




' 


' 


' 


' 


Oct. 18 


C. 


-2.9 


-2 7 


-2.9 


-2.6 


April 11 


F. 


+1.6 


+0.9 


-0.3 


+0.3 


20 


C. 


8.5 


3.7 


3.5 


3.8 


15 


F. 


+2.1 


+0.7 


-0.1 


0.0 


21 


F. 


3.1 


3.4 


3.2 


3.5 


W 


C. 


+0.7 


-0.2 


-1.0 


-0.5 


22 


C. 


3.0 


3.2 


2.9 


3.8 


22 


C. 


+0.8 


+0 2 


-0.8 


-0.6 


23 


F. 


3.7 


4.0 


3.9 


4.0 


26 


C. 


+1.8 


+0.6 


-0.5 


-0.1 


24 


C. 


3.4 


3.6 


3.3 


8.6 


May 2» 


C. 


+1.6 


+0.4 


-0.5 


-0.1 


'l^ 


C. 


3.4 


3.7 


8.5 


3.6 


2 


C. 


-0.6 


-0.1 


-1.3 


-0.6 


Nov. 4 


C. 


3.8 


3.6 


3.6 


3.8 


4« 


c. 


-2.1 


-1.7 


-3.3 


-2.2 


5 


F. 


3 3 


8.4 


3.2 


8.6 


5 


0. 


-0.2 


+0.4 


-0.8 -0.1 


10 


C. 


3.7 


8.8 


3.6 


3.8 


7 


c 


+0.7 


+1.2 


-0.0 


+0.6 


11 


F. 


3.6 


3.4 


3.4 


3.8 


n 


c. 


-0.1 


+0.6 


-0.4 


+0.0 


12 


C. 


3.6 


8.7 


3.5 


3.7 


26 


c. 


-0.0 


+a.7 


-O.l 


+0.1 


18 


c. 


3.9 


3.7 


3.6 


8.8 


June 11 


c. 


-0.3 


+0.8 


-0.5 


+0.1 


19 


F. 


3.7 


3.7 


3.5 


3.0 


23 


F. 


-0.8 


+0.6 


-0 3 


-0.2 


21 


F. 


8.9 


3.3 


3.8 


3.5 


Aug. 2 


C. 


-1.4 


+0.1 


-1.0 


-0.5 


28 


F. 


38 


3.7 


3.7 


3.6 


28 


C. 


-0.4 


-0.5 


-0.6 


+0.2 


26 


F. 


-3.3 


-3.6 


-3.7 


-8.5 


Sept. 8 


0. 


-0.4 


+0.6 


-0.6 


+0.1 


March 10 


C. 


+1.9 


+1.0 


+1.1 


+0.7 


Oct. 15 


C. 


-0.4 


+1.0 


-0.3 


+0.6 


11 


F. 


+1.7 


+1.0 


+1.3 


+0.4 


Dec. 11 


c. 


-1.8 


0.0 


-1.2 


-0.4 


15 


C. 


+1 9 


+0.7 


-0 1 


+0 4 


Feb. 25* 


c. 


-2.1 


-2.1 


-2.7 


-1.9 


April 4 


C. 


+1.3 


+0.7 


-0.1 


+0.1 


Mar. 23 


c. 


-1.1 


+0.1 


-1.0 


-0.2 


7 


F. 


+1.4 


+0.7 


-0.1 


-0.1 


June 27 


c. 


-0.8 


+0.8 


-0.4 


+0.3 
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These constants furnish the following determinations of iTg, t. €., that part of K 
which is independent of the zenith distance: 



Date. 


K, 


Vaie. 


iSTo 


Date. 


J^o 




* 




* 






* 


1890 Oct 18 


+0.22 


1890 Nov. 23 


+0.42 


1891 May 


5 


0.00 


20 


.42 


25 


+ .40 




7 


- .01 


21 


.86 


1891 March 10 


- .02 




11 


.01 


22 


.29 


11 


.00 




26 


.00 


23 


.48 


15 


.08 


June 


11 


.01 


24 


.88 


April 4 


.04 




23 


- .00 


26 


.40 


7 


.06 


Aug. 


2 


+ .08 


Nov. 4 


.42 


11 


.06 




28 


+ .01 


5 


.86 


15 


.11 


Sept. 


8 


- .01 


10 


.42 


*18 


.04 


Oct. 


15 


- .02 


11 


.88 


22 


.05 


Dec. 


11 


- .01 


12 


.42 


26 


.10 


1893 Feb. 


25 


+ .16 


18 


.42 


May 2 


- .09 


March 


28 


- .03 


19 


.86 


2 


+ .01 


June 


27 


- .03 


21 


.86 


4 


+ .18(?) 









THE MICROMETER. 



The micrometer employed for all observations, both with the prism and the reel, 
was that constructed by Alvan Clark & Sons for the 40 cm. equatorial telescope of 
this observatory. A description of the micrometer is contained in Vol. I, Publica- 
tions W. O., and to that description I have only to add that the oil lamp formerly 
employed to illuminate the threads was replaced by an incandescent lamp fed from a 
bichromate of soda battery and provided with a variable resistance in the circuit, by 
means of which the intensity of the illumination could be varied at will. Since the 
date of that description I have added to the micrometer a clamp by which it may be 
secured at any reading of the position circle. 

The eyepieces which have been employed are as follows : 



No. 


Field. 


Power. 


Gonstruction. 


Maker. 


I. 


1 
30.5 


75 


Ramsden. 


aark. 


ni. 


11.7 


167 


Ramsden. 


Clark. 


V. 


20.2 


124 


Steinheil. 


Kahler. 



No. I has been employed only in the observation of transits for the determination 
of the value of a revolution of the screw and in the reflection observations for the 
determination of instrumental constants. Nos. Ill and V have been about equally 
employed in the observation of pairs of stars. The field lens of eyepiece V has a deep 
scratch near its central part which has caused some annoyance, since when the image 
of a star is formed near the scratch the image at times appears double or even 
triple. The few observstions in which this occurs are specially noted in the Tabu- 
lated Results of the Observations. 

Part II of Vol. VI., Publications W. O., contains an account of an investigation of 
the errors of the micrometer screw, and in so far as that investigation relates to peri- 
odic errors I adopt its results and assume these errors to be entirely inappreciable. 
I have, however, rediscussed the observations for progressive error which were made 
upon the measuring engine of the Transit of Venus Commission at the U. S. Naval 
Observatory, and have supplemented them by an entirely new series of observations 
made with the Repsold meridian circle of this observatory, as follows: 

In January, 1891 the telescope was detached from the declination axis, and with- 
out disturbing its focal adjustment it was firmly mounted upon the south collimator 
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pier, with its line of sight horizontal and directed toward the meridian circle. The 
micrometer was attached to the telescope and rotated in position angle until its 
screw was vertical, in which position it was clamped, and the angular distance moved 
over by the threads when the screw was turned through successive intervals of eleven 
revolutions, = 5' I'', was measured with the meridian circle. The observing pro- 
gramme was so arranged that only those divisions of the circle whose errors had 
been determined were employed for the microscope readings, and any error in the 
assumed value of a revolution of the declination micrometer was nearly, if not quite, 
eliminated from the final result for errors of the screw under investigation. Obser- 
vations of this character were made upon seven days, between Jan. 21 and Jan. 28 
inclusive, and an equal number of these observations were made with the microme- 
ter screw placed Head Up and Head Down. After the observations of Jan. 21 and 
Jan. 24, the microscopes of the meridian circle were shifted so as to bring new sets 
of lines under them. The combined effect of those changes is to make the adopted 
value of the angle moved over by the micrometer thread in passing from the read- 
ing, 50.0 rev. to any other assumed reading depend upon the mean of the division 
corrections to twenty-four lines of the circle. 

The daily results for these angles, together with the adopted mean values are as 
follows. 

VALUE OF A REVOLUTION AT DIFFERENT PARTS OF THE SCREW. 



Revolutions. 


Jan. 21. 


Jan. 22. 

* 
4 42 

2.78 

8.68 
6.87 


Jan. 28. 

* 

8.80 
2.90 
1.95 
1.05 
8.85 
5.25 


Jan. 24. 


Jan. 26. 


Jan. 27. 


Jan. 28 


Mean. 


50- 6 
50—17 
50—28 
50-89 
50-61 


* 
4.95 

2.65 


2.80 
220 
1.20 
1.55 
2 85 
480 


* 

5.60 
8.75 
2 55 
1.45 
195 
8.85 
5.50 
6.85 


* 

4 75 
8 95 

2.85 
1.80 
190 
4.05 
5.55 
7.00 


4.15 
8.15 
2.55 
1.00 
195 
8.75 
5.45 
7.35 


20 4.72 

15 8.49 

10 2.66 

5 148 

5 1 80 


50-72 
50—88 


4.10 


10 8 66 
15 581 


50-94 


7.70 


20 7.07 



A comparison of corresponding numbers in the last column of this table shows 
clearly that the pitch of the screw is not uniform, and if H be desired to use a con- 
stant value of a revolution of the screw, corrections must be applied to its readings 
in order to compensate the progressive inequality here indicated. I have adopted as 
the mean value of a revolution of the screw, r == 27''.417, and have derived corre- 
spending values of the correction, d^ at intervals of eleven revolutions throughou 
the whole range of tne screw. 
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The results thus obtained show a most gratifying agreement with those obtained 
in 1887 from the Washington measuring engine, after the correction of an obvious 
error of sign in a part of the latter determinatious, and I have therefore included 
both sets of data in a single graphical adjustment. Adopted values of the correc- 
tions thus obtained are given in the following table, together with the excess of the 
adjusted values over those directly observed. Observed values of the correction 
derived from the measuring engine are indicated by the letter E, those from the 
meridian circle by M, and the unit in which each is expressed is a thousandth part 
of a revolution of the screw. 

CORREXirriONS FOR PROGRESSIVE ERROR OF SCREW. 



Rev. 


6 


E. 


M 




r 






6 


+0.061 


- 2 


+ 2 


10 


.057 


- 2 




15 


.049 





- 2 


20 


.087 


+ 5 




25 


.025 


+ 1 





30 


.014 


+ I 





85 


.005 


+ 2 




40 


+ .001 


- 1 


- 1 


45 


- .001 







50 


.000 









Rev. 


6 


E, 


M 




r 






50 


o.oco 








55 


+ .C02 







60 


.006 


- 2 


- 1 


65 


.Oil 


+ 3 




70 


.015 





- 2 


75 


.018 







80 


.021 


+ 10 




85 


.023 


- 3 


+ 2 


90 


.025 







95 


+ .027 


+ 4 






These corrections have not been applied to the readings of the micrometer, but all 
observations have been reduced as if the screw were of uniform pitch, and in lieu of 
^, corrections to the resulting distances have been laken from the following table, 
whose argument is the mean reading of the head of the screw for any set of point- 
ings. The correction to the measured distance is given by the formula: 



Jd = Pi+Pt 
Jd •= 2p 



Double DUtances, 
Single Distances, 
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R 


Pi 


R 


Pi 




* 




* 


20 


-0.51 


50 


000 


25 


.34 


55 


+ .08 


80 


.19 


00 


.08 


85 


.07 


65 


.14 


40 


- .08 


70 


.21 


45 


+ .01 


75 


.25 


50 


.00 


80 


+ .29 



The observations with the meridian circle furnish an excellent determination of 
the value of a revolution of the micrometer screw, which may properly be employed 
for the reduction of observations made with the prism apparatus, since the distance 
of the micrometer threads from the objective was the same as that at which the star . 
observations were made. I have, nevertheless, made an independent determination 
of the value of a revolution of the screw, from transits of stars in approximately 30=> 
declination, observed by reflection from the mirrors. The resulting values from 
observations made between May, 1890, anJ July, 1891, up3n nine nights by Mr. A. 
S. Flint, and upon seven nights by myself, at temperatures ranging from + 28® F, 
to + 77® F., are as follows: 



Obsr., G C. C . 

Obsr., A. S. F., 

Mean, 



27'.417 i 0.006 
27 .401 ± 0.009 
27 .412 ± 0.004 



Temp. 4r F, 
Temp. 59 
Temp. 47 



In the reduction of these observations the systematic corrections given above were 
employed, and the results are, therefore, directly comparable with the value of a rev- 
olution obtained from the meridian circle. The difference between the values fur- 
nished by the two methods is but slightly in excess of the probable error of the 
value derived from transits, and the agreement is therefore satisfactory. From the 
manner in which the value furnished by the meridian circle was obtained, its proba- 
ble error must be assumed to be zero, the entire uncertainty of the determination 
being thrown upon the correction, <^, to the readings of the screw. From the 44 
residuals furnished by the table at p. 27 I obtain as the probable error of a single 
determination of <^, ± 0*.26, and for the average probable error of a mean value, 
=b0*.12. The probable error of an adopted correction, p. 28, must be less than this 
quantity, since it results from an adjustment into which a considerable body of addi- 
tional data has been introduced. Estimating the probable error of an adjusted value 
of d at 0'.07 (See the residuals in the table), I assume as the definitive value of a revo- 
lution of the screw, 27^417, with a probable error of zero; and that part of the prob- 
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able error of a distance measured by the mothod of "double distauces" which arises 
from a defective knowledge of the screw will then be 

r = ± 0'.07 H- v/2 = ± O'.OS 

This value will hold equally for large and small distances, unless the distance be so 
small that the efifect of progressive error may be considered insensible, in which case 
this componeat of the probable error of a distance will be greatly diminished. 

FOCAL LENGTH OF THE OBJECTIVE. 

As an additional method of investigating the value of a revolution of the screw, 
I have determined the focal length of the objective by the method of Bessel. Obser- 
vations for this purpose were made on four days in February, 1891, and from the 
note books employed on these dates I extract the following memoranda: 

"The marks placed at the conjugate foci of the objective were a plumb line of cop- 
per wire 0.01 inches in diameter, and an exposed photographic plate, upon which 
fine lines had been ruled. Upon placing a bull's eye lamp behind the plate these 
.lines appeared as bright threads. Eyepiece I placed adjacent to the plumb line was 
employed for setting the objective. To measure the distance between the marks a 
distance of nine decimeters was transferred thirteen times from a bar marked *U. S. 
Standard Metre, No. 9, Standard at 67®. 2 Fahr.,* to the back of a steel tape, and the 
several lines thus produced were marked to 13 inclusive. Between 12 and 13 two 
lines were drawn at distances of one and two decimeters respectively from line 13. 
All of the transferring was done with an apparatus designed for the purpose and fur- 
nished with the bar. I estimate the probable error of transferring a single section, 
9 decimeters, at approximately 0.05 mm. During the tranfer the tape was stretched 
along a flat surface by a weight of about 20 lbs. attached at one of its ends. The 
temperatures during the transfer were included between 66 and 68® Fahr. " 

"In measuring the distance between the focal points the tape was hung in a 
single loop reaching from the plumb line to the photographic plate, and was 
stretched by the same weight employed during the transfer of the marks from the 
standard bar. The plumb line terminals being adjustable in position, the steel tape 
was so placed that the line 1 was exactly under the face of the photographic plate 
63 mm. below the marks, and the plumb line then made to swing opposite line 
12. The distance between these lines at the time they were drawn being 9900 
mm., the distance between the conjugate foci of the lens will be this quantity 
plus corrections for stretch of tape due to its own weight, for temperature and for 
the catenary. ' ' 

"The objective was supported in a wooden frame made to slide along a plank 
adjusted in position between the end marks. To determine the position of the 
objective in which the foci coincided with the marks above described, three inde- 
pendent settings were made by each of two observers, C. and F. The distance 
moved over by the objective was measured with an engineer's standard meter scale. 
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After the corrections above named are applied, the several results for the focal length of 
the objective plus one fourth of the distance between the principal points, are as follows: 



Date. 



1891 Feb. 7 
10 
11 



Temp. 



53* F. 

48 

46 



2885.8 mm. 
2385.4 
2385 8 



12 46 2385.5 

"To determine the distance between the principal points of the objective, one of 
microscopes of the meridian circle was mounted in a horizontal position on a sliding 
carriage in front of a photographic plate upon which lines had been ruled. A metric 
scale was attached to the carriage, parallel with the direction of its motion, and the 
readings of this scale in a telescope placed opposite it were employed to determine 
the position and motion of the carriage when the microscope was focused upon the 
ruled lines seen alternately through the objective and without its interposition. The 
mean result for the distance between the principal points, found by three observers, 
is 6.54 mm, ± 0.05 ww, and subtracting one fourth of this from the mean value of P 
we obtain as the definitive result for the focal length of the objective, 2384.0 mw., 
with an estimated probable error of ± 0.15 mm." 

From the observations made in 1887 with the Washington measuring engine, 
reduced with a value of one division of its scale, kindly communicated to me by 
Prof. William Harkness, I find for the liuear pitch of the micrometer screw at 50 
rev., 0.31748 mm., with an estimated probable error of 2 units of the last decimal 
place. This number, tDgether with the value of the focal length of the objective 
found above furnished 27''. 468 as the value of a revolution of the screw when the 
micrometer threads are placed at the focus of the objective. A sufficient explanation 
of the difference, 0'.051, between the adopted value of a revolution of the screw and 
the value here determined may be found in the assumption that the mirrors from 
which the star images were reflected were pinched by their adjusting screws so as to 
produce curved surfaces. Using the adopted value of a revolution of the screw and 
its linear pitch to compute the focal length of the combination, mirror + objective, 
I find 2388.5 mm. The excess of 4.5 mm above the measured length indicates a 
radius of 5 km for the osculating sphere corresponding to the mirrors. While no 
great weight can be attached to this number as a determination of the radius of 
curvature of the mirrors, it appears to indicate that the amount of curvature 
demanded in explanation of the discordance between the values of a revolution of 
the screw is not excessive. 

Since this apparatus is to be employed for an investigation of the aberration and 
refraction, it will be necessary to consider their effect and the effect of proper motion 
upon the angular distance, A^ between two stars. I take up first the aberration. 



EFFECT OF ABERRATION UPON THE APPARENT DISTANCE BETWEEN 

TWO STARS. 



If we designate as the "goal" that point of the celestial sphere toward which the 
earth's motion is at any instant -directed, and represent by jt> the angular distance of 
any star from the "goal," the effect of aberration will be to displace the star toward 
the "goal" by an amount given by the equation 

a = -ySinp (28) 

where V represents the velocity of light, and w the velocity of the earth in its orbit. 
If in the spherical triangle formed by the "goal" and any two stars, we represent the 
angles at the stars by Q' and ^", the arc joining the stars by J, the angular dis- 
tance of the stars from the " goal" by p', p", and the arc joining the goal to the 
middle point of J by jt>, we shall obtain as an expression of the amount by which 
the aberration alters the length of ^, 

d^ = — ^ (sin p' COS Q' + sin p" cos Q") 

(29) 
= '-'x=2sin-^ cosp 

The variable part of this expression, wcosp, admits of development as follows: 
Representing by A, ff, L, 0, the longitude and latitude of the middle point of ^ and 
of the "goal" respectively, we obtain from the spherical triangle formed by these 
two points and the pole of the ecliptic, 

cosp = cos fi cos {X — L) (30) 

If we represent by 90"^ — r the angle between the direction of the earth's motion 
and the prolongation of its radius vector, and by s the longitude of the sun, we have 

L = s - r - 90' 
and from the properties of the ellipse, 

sin y = e sin i? — J e* sin 2v -f- .... 

(81) 
CM X = 1 — 4 e' sin^ v + .... 

where e and v represent respectively the eccentricity and the true anomaly. The 
velocity of the earth in its orbit is given in terms of the radius vector by the famil- 
iar relation, 

r 
which is equivalent to 

to =r &' j 1 + e co« V -f 4c« (1 + «V V) + . . . . I (82) 
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If by means of these equations w and L be eliminated from the expression for d^ 
it is transformed into 

^ = ^|l + y[ 2nn^oo8P8in(X-8) + ^2 8in^eo8fl8in(X + v-'B) (83) 

Since 8 — v is the longitude of the sun's perigee the last term in this expression 
is constant, and denotes a small permanent change in ^ produced by the aberration. 
The coefficient of the first term is commonly called the constant of aberration, and 
denoting it by k, we have as the complete expression for the varying effect of 
aberration upon the apparent distance between two stars, 

f = 2k8in-^co8 fi 

(84) 
dJ =/«in(A-«) 

The value of the constant coefficient / has been computed for each pair of stars 
included in the observing program, with the assumed value, k = 20^.448, and its log- 
arithm is given in the table of reduction elements. 

DiarnU Aberration. We obtain immediately from the preceding formulae the effect 
of diurnal aberration by substituting for the "goal" the east point of the horizon, and 
for to the linear velocity due to the earth's rotation, which is given by the 
expression, 

w = -^ (a/o + ^)co«<?)' 

where h is the elevation above the sea and T = 86164 is the number of mean solar 
seconds in a sidereal day. Putting w\ F = «, and representing by F the distance 
from the middle point of the arc d to the east point of the horizon, we obtain 

cW = - X 2 8inY<:o9P = + 0'.468 8{n-^co8S 8int (35) 

in which the numerical coefficient corresponds to the position of the Washburn 
Observatory, and 5 and t are the declination and hour angle of the middle point of 
the arc J at the instant of observation. 

Corrections for diurnal aberration have not been applied to the individual obser- 
vations, but are applied to the resulting mean values of J derived from all of the obser- 
vations of each pair. 

Effect of Proper Motion npon i^. If we represent by MuM»t M'l^M'n the proper motions 
of two stars in right ascension and declination, and employ the same subscripts in 
connection with the coordinates of the stars, we may obtain by differentiating the 
relations furnished by the spherical triangle formed by the two stars and the pole: 

- Bin ^ d ^ ^ 9in ^ C08 Q^ (tm'i) +8inJ cobQ^ (^M\) — C08 6^ cos 5, sin (or, — a^) r {m» — //,) 
where J denotes the side of the triangle joining the two stars; ^„ Q^ are the angles 
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(idjacent to this side and r denotes the time interval during which the effect of 
proper motion accumulates. We have rigorously 

cot Qi = sin -^ tan d^ casee P + oo» -g- <»* -P 

cot Qt = sin Y ^«^ ^o ^^osee P— eaa^^^^ (^) 

C09 ^1 ooi ^» 9in (oTg — a,) oosec J = ooad^ sinP 

where ^o and P have the same significance as in Fig. C. In place of these I have 

usually substituted the approximate relations, 

co9Qi = «n -^ tan ^o + i eoaP 

J (37) 

eosQt =a sin^ ton S^ ^ ^eo8P 

^ = eo8S^nnP(M»'-Mi)-co8Q^M'i -cosQ^m'm (88) 

This differential coefficient represents the annual effect of proper motion upon the 
angular distance between the stars, and its value for each pair is given under the head- 
ing /t in the Table of. Reduction Constants. 

EFFECT OF REFRACTION UPON THE APPARENT DISTANCE BETWEEN 

TWO STARS. 

The effect of refraction upon the apparent distance between two stars is investi- 
gated in most of the text books of spherical astronomy, but none of the solutions 
there derived are applicable for a precise determination of the effect when the stars 
are separated by so great an arc as 120®, and it is therefore necessary to derive for- 
mulae for this case. In Figure C let 5, and S^ represent stars whose true distances 
from the zenith, Z, are respectively jSj, gj* ^^^ whose true distance from each other 




Fig. a 

is -J. By the effect of refraction these stars are displaced to S\ and S'^t the respect- 
ive amounts of the refraction being r, and r^. The distance S\ S\ will be represented 
by J', and it is required to find the quantity A — A\ 
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Let the arcs A and A' be produced until they intersect at 7, and let a spherical 
perpendicular be let fall from Z upon ^, and denote the length of this perpendicular 
by L. Let the distance of the foot of this perpendicular from the middle point of Ay 
reckoned positive toward the east, be M. Then from the triangles I S^ S\, I jS, S\, 

COS I == co» y co» Vi — 9in y 9in r^ co» Qi 

m 

008(1 + A') = co» (y + J) CM r, + Hn (r + -^ »in r, ooi §, 
Neglecting terms of the order r* and developing in series, these equations become 

r* 



A' + l = ^ + r-r,co«(?,+ J«Ve,co<(r + ii) 



(40) 



The second order terms in these expressions do not in practice exceed 0'. 05, and it 
will be sufficient to employ an approximate value of y in them, and since the obser- 
vations are made when -z^ and 2, are nearly equal, we assume this equality and find 
from the resulting synmietry of the figure, 

r = W-~ y+A=W + ^ (41) 



and since the distinction between r, and r^ Q, and Q„ vanishes when 2j = z^ 



'» 



A 
A' =z -J- r^ oo» ^i - r, <30« ©, - !*• «in« Q ton ^ (42) 

The refraction tables usually determine r as a function of «', the apparent zenith 
distance, but Bessel has given a table, Astron, Unterauch, Bd, /., by which the true 
zenith distance may be used, and r found from an equation of the form 

T =^ a tan z 

Adopting this expression we obtain 

Ti eoa Qi = cTi ton «i co» §1 = a^ ton| -^ + ^ 5 

rico9 Q^ = ^t ton z^cobQ^ = a, ton | y - If J (48) 

A 
r8inQ=:a9eezsinL => crtonL<ec-o- 

Substituting these values in equation (42) it becomes 

A z=2 A' + a^ tan\^+ m\+ a^tan\^ - M^ + iaaec^ tan Ly tan y«nl' (44) 

If this equation is employed for computing the refractions it will be necessary to 
determine for each observation not only the auxiliaries, M and L, but also ^j and z^ 
since oci and cr, are functions of the latter quantities. It will be convenient for thi 
purpose to introduce the Bessel auxiliaries, n, N, Astron, Unterstceh, Bd. /., p. 196 
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and to determine the zenith distance and parallatic angle of the middle point 
of A by the equations 

tan C «in q = cotn coaee {N + do) 

tan Z COB q = cot(N+dfi) 

Then from the figure, in which U represents the celestial pole, 

tan M — tan Zco8{P — q) 

tan L = tanZ sin (P - q) COS M (40) 

co8z^ ^= co8\-^-\- mXcosL ca$ z^ = coaX-^ ^ m\co9 L 

If it is desired to represent the refraction as a function of the apparent zenith 
distance, the preceding formulae may be adapted to this case by substituting for ^f, 
Q^ My the apparent quantities, J', Q\ Jf , and changing the sign of the second order 
term. The angle P and the right ascension and declination a^^ 5©, of the point D are 
known for each pair of stars, and if X and q are derived from these by means of the 
Bessel auxiliaries, defined by the relations 

cosn = eoB (psint 
HnNnnn = co8 tpcost 
cos N sin n = sin <p 
(A8tro7i. (Inter 8uch^ Bd 7, p 196,), the equations for the exact determination of the 
refraction may be put into the following form : 

t = Sid, Time — a^, (Argument for n and N,) 
f sin F = cot {N -\- do) cos Zi = cos Leos^-j'^ ^\ 

fcosF^z cosec {N+do)cotn cosz^ = cos Lcosi-^ ~ ^\ 

R, = a,tan\^+M\ (47) 

tan M = fsin (F+ P) R^ = «, ton j ^ " ^\ 

tanL = fcos{F+P)oosM i2, = ton yj a/co«(F+ P) wcy | *«in 1' 

^ - ^' == Uj + i2, + jB, 
The application of (47) to the reduction of a series of observations would be 
exceedingly laborious, and it is necessary to transform these equations. Their form 
shows that the effect of the refraction passes through a minimum at or near the time 
at which M = 0, If we denote by R^ the minimum amount of the refraction, and by 
To the corresponding sidereal time, it will be possible to represent the refraction at 
any other neighboring instant T, by an expression of the form 

R = Ro+ho(T^Toy (47*) 

where A^ is a coeflBcient, constant for each pair of stars, whose value is to be determined. 
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Neglecting for the moment the second order terms in the refraction, putting 
T — To = r, and denoting the first and second derivatives of the several variables 
with respect to r by the notation,/' (/?), f (/?), f (a), etc., we obtain the following 
values, in which M has been put equal to zero. 

(48) 

Since at the i stant when M becomes zero, cc^ = o't, and the diurnal motion causes 
one of the stars to rise and the other to set, it is apparent that / (^i + ^%) and 
/" (ffi + a,) must be very small quantities, which may be suflBciently taken into 
account by approximate formulae. The refraction admits of development in a series 
of odd powers of tan 2, and it will therefore be legitimate to assume 

a = A — B tan* z 
and to put 

fia) = -'%Biam9ec* zf (z) = — 2 B «eo' ;er coa ^ cos d «tn t 

(49) 
/' (a) = — 6B «ec* z eot? g> coa'^ 6 «n' t — 2B aec* z eos (p cos 8 co8 t 

where t denotes the hour angle of the star, and must not be confounded with r. To 
simplify these expressions, let the following auxiliaries be introduced: 

/i^coagtcosScostseez y = eo8(pcosd8int8eez (50) 

where t and 2 relate to the instant at which the stars have equal altitudes. We shall 
then have 

f («-! - c,) = - 2B «ec« z (k, - V,) (51) 

Equations (47) furnish the relation 

co« ;?,• cos J -^ — Jf t — co« «, CM I -g- 4- -^ f =^ 

from which is readily obtained 

/' (M) == itanz cot-^f (^1 - ^t) = 4 cot -^ (v^ - r.) (52) 

The differential coefficients contained in (51) and (52) suffice for the development of 

the refraction in powers of the time reckoned from the instant T',, at which M = 0^ 

and if this development be equated to the second member of equation (47*) and T^ be 

put equal to 7\ + J&, we shall find from a comparison of the coefficients of like powers 

of T— T,, 

ho = if (Ri + Rn) 

(68) 
-J^ = r(R, + Rn)^r{R,+Rn) 
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Neglecting terms of the order B^ in the expression for J^, it becomes 

?. yi + yt 



5-.?» 



«n» 



(54) 



From Bessel's refraction tables I find with the argument the true zenith distance, 
B^-0'.083, and putting J = 120^ and introducing the factor *^t" there results in 
seconds of time, 

^ [4.0184] ^-^^^ /' + '^» (66) 

To simplify the rather complicated expression for h^ which would result from (53), 
I put in (51), 

y, -- — Vj, M» --= Ml = ^1 cot ti, ti = 60% 
and introduce the auxiliary ^, defined by the relation 

= 2y (1 + 8 V3 k) 8in V (56) 

Values of t are given in the following table : 



y 


* 


0.0 


0.00000 


2 


0.5 


03 


4 


1.0 


06 


7 


1.5 


18 


9 


2.0 


22 


12 


2.5 


84 


14 


8.0 


48 


17 


8.5 


65 


19 


4.0 


000084 





Assembling the several dififerential coefficients which enter into the value of 
f" (^1 + i?,), they furnish 



^0 = \ ^r^j (y^-r»y-B9ec^z,i;\HnV 



(56) 



By means of the above formulae the values of h^ and ^ have been computed 
for each pair of stars observed, and are contained among the reduction constants. 
The value of h^ there given is not the h^ which would result from the above equation, 
but has been divided by 27.4 in order that the corrections to the minimum value of 
the refraction may be expressed in parts of a revolution of the micrometer screw. 

Resimiing the expression for the second order terms derived from equation (42), it 
appears that, since the effect of these terms Is nearly constant for epochs not differ 



THE APPABSNT DISTANOS BETWSSM TWO STABS. 39 

i^g greatly from T^ they may be united with the expression for the refraction at the 
instant T^ Assuming J = 120®, we have for this instant, 

J = J' + a{l+2atan'L$inV)2tanY (58) 

and denoting by (a) the value of the coefficient in this expression, we find 

logla) = Zoflf a + [9.6244] or ton« Ir (59) 

It is obvious that if it be desired to express the refraction as a function of the 
apparent zenith distances and apparent J of the stars, the same expression for the 
second order terms may be employed with a change of sign. 

Collecting the results above derived, we have the following formulae for the com- 
putation of the refraction : 

r = r - (r^ + 5) JM' = horn 

The quantity ^AT is a correction which, when applied to the readings of the 
micrometer head, reduces them to what they would have been had the refraction not 
varied from its value at the instant T^^, /?, corresponding to the instant Tq, then 
becomes the complete expression for the effect of refraction upon the observations 
thus corrected. 

The formulae thus derived represent the refraction as a function of the true dis- 
tance, Jy and of the true zenith distance of the stars. The values of a, fi, r» ^' ^'t have 
therefore been taken from Bessers table, which gives these quantities with the argu- 
ment the true zenith distance. Since this table is derived from that in which the 
refraction is expressed as a function of the apparent zenith distance by a develop- 
ment which is only approximately correct, I have resorted to the following process to 
reduce the computed values of R to what they would have been had the development 
been made in terms of the apparent zenith distance. 

From the Pulkowa Refraction Tables, with the argument the apparent zenith dis 
tances of the stars at the instant T^, I have derived values of a (called // in the 
tables) A and A. The values of cc have been corrected for the effect of second order 
terms, and have been further corrected by the subtraction of 64 units of the fifth 
decimal place to take into account the difference in the force of gravity at Pulkowa 
and Madison. With values of fl and r taken from the same tables, I have computed 
for each pair of stars the amount of the refraction at assumed temperatures of 0® and 
100® F., and a pressure of 29 inches. The refractions corresponding to the same 
states of the atmosphere were computed from the Bessel elements employed in the 
reduction, and the values Pulkowa-Bessel tabulated for each pair of stars. Since fl is 
the same for both tables, and A and A' are insensible for all of the observations, 
those differences will remain constant for all atmospheric pressures, and a correction 
to reduce the refraction given by the one table to that furnished by the other may 
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be interpolated from these differences with the temperature as the argument. Cor- 
rections derived in this way have been applied to the computed refractions, and are 
contained in the values of R given in the table of results of observations. The con- 
cluded values of ^ are therefore referred to the Pulkowa refraction tables corrected 
for gravity. 

As a control upon the accuracy of the above development and its numerical applica- 
tion, I have employed equations (47) in connection with elements derived from the 
Pulkowa Tables for the computation of the refraction for one pair of stars, and have 
also derived from the Bessel Tables, by the method employed in the reduction of 
the observations, corresponding values of the refraction, reduced to the Pulkowa 
Tables as a standard. A comparison of these is given below, with the hour angle of 
the middle point of the arc J as argument. This hour angle must be increased 
3m 18« in order to obtain r. 

Refraction. ic* Orionis, 6 Virglnis. 



Pulkowa, Eq. (47). 

Bessel, Eq. (60). . . 

Diff 



-I8m 


-12m 


—6m 





+6m 


+12m 


• 


» 


■ 


• 


» 


« 


200.77 


109.08 


198.21 


198.25 


199.18 


201.00 


200.78 


199.05 


198.20 


198.24 


199.18 


201.00 


-0.01 


-0.02 


-^0.01 


-fO.Ol 


0.00 


0.00 



+18m 



208.78 
203.73 
+0.05 



The mean of the differences is less than 0*.0l, confirming the substantial accuracy 
of the corrections employed for transforming the refractions computed from the Bes- 
sel table with the argument the true zenith distance, to refractions computed from 
the Pulkowa table, with the argument the apparent zenith distance. 
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The large influence of the refraction upon the apparent distances of the stars 
requires that especial care shall be given to the determination of the meteorological 
elements upon which its computed values depend. To determine the effect upon the 
refraction of errors in the observed pressure and temperature, we write the expres- 
sion for R as follows: 

where the nimiber 273 represents the assumed temperature of the absolute zero on 
the Centigrade scale; 282, 29.6, are the normal temperature and pressure of the 
refraction tables, and b, t represent the observed pressure and temperature. Differ 
entiating the expression, we find 

and assuming 195' as an average value of R^ it appears that an error of 0.01 inch in 
the pressure produces an error of 0'.06 in the refraction, and that a temperature in 
error by 0^.1 C. causes an error of 0'.07. 

Hetermination of Atmospherie Pressure. For the determination of the pressures, the 
standard barometer of the observatory. Green No. 5162, a cistern barometer with 
tube 0.7 inches in external diameter, was suspended in the vestibule of the observing 
room, with its cistern nearly in the plane of the floor of the observing room. In 
most cases this barometer was read immediately before and after the observation of 
each pair of stars, but sometimes the pairs were separated by so small an interval 
of time that an intermediate reading of the barometer was impracticable. The average 
interval between readings was not far from 30 minutes. Each observed reading of the 
barometer furnishes a value of the factor y9, and all of the values of p derived from a 
night's work were graphically adjusted, and the value of ft corresponding to any 
desired instant was read from the curve. No corrections for error of the barometer 
have been applied, since it was not investigated until after the close of this series of 
observations. 

Through the courtesy of the Chief of the Weather Bureau, U. S. Department of 
Agriculture, a comparison of this barometer with the standard barometer of the 
Weather Bureau was made by Prof. C. F. Marvin, through the medium of two travel- 
ing barometers transported between Washington and Madison. One of these bar- 
ometers, Adie No. 1601, sustained some injury after the comparison between it and 
the Madison barometer. The other instrument, Fuess No. 177, was compared at 
Washington before and after the Madison comparisons. Prof. Marvin has furnished . 
me the following summary of these comparisons. 
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SUMMARY OF BAROMETER READINGS TO DETERMINE ERROR OP STANDARD 
BAROMETER, WASBBURN OBSERVATORY: 





Standard 
U.S.W.B. 


Comparing Barometers. 


Obs'y Stand'd, 




Date, 


Adie No. 1601. 


1 
Fueas No. 177. i 


Green No. 5162. 


Remarks. 


'i892. 


Adie No. 
1526. 

80.227 

1 
















Reading 


Cor. 


Reading 


Cor. 
+.012 


Reading 


Cor. 




July 18 






80.215 








19 


80.185 , 






80.121 


+.014 






Compansons at 
Washington before 


Aug. 28 


80.189 


80.206 


-.017 










transportation to 
Madison. 


24 


80184 


80.152 


-.018 










Mean Corrrection, 


26 


29.988 


29.956 


-018 


29.925 


+.018 






No. 1601, -.019. 
Mean Correction, 


27 


80.091 


80.112 


-.021 


80.088 


+.008 






No. 177, +.012. 


28 


80.091 


80.111 


-.020 


80.080 


+.011 






^ 


Sept. 20 




29.197 


-0.19 


29 172 


+.009 


29.175 


+.005 


1 Comparisons at 
Madison. 


21 




29.102 


-0.19 


29.078 


+.009 


29.078 


+.007 


Probable Cor. No. 
1601, -.019 in. 


21 




29.117 


-.019 


29.093 


+.009 


29.094 


+.006 


Probable Cor. No. 
177, +.009 in. 


21 




29.085 


-.019 


29.059 


+.009 1 


29.058* +.009 1 


y 












1 






^Readings made 


21 




29.044 


-.019 


29.022 


+.009 


t29.025 


+.008 


with mirror at back 
of 1 Barometer. 


22 




29.046 


-.019 


29.028 


+.009 


t29 024* 


+.006 


fReadings made 
after cleaning Bar- 
J ometer. 


22 




29.078 


-.019 


29.051 


+.009 


t29.055 


+.002 


80 


80.886 






80.829 


+.006 






^ 


Oct. 1 


80.168 






80.161 


+.007 






Comparisons after 


5 


29.858 






29.848 


+.005 






return to Washing- 
Vton. 


9 


29.868 






29.859 


+.009 






Mean Cor. No. 
177, +.007. 


16 


80.044 






80.088 


+.006 








17 


80.159 






80.152 


+.007 









On Sept. 21, Green No. 5162 was cleaned, and the last three comparisons between 
it and the other barometers were made subsequent to the cleaning. In most of the 
comparisons a piece of white paper was. placed behind the barometer and the top of 
the mercury column was projected against this background in the observations, but 
for those comparisons which are marked with an * the paper was replaced by a mir- 
ror, and the reflection of the instrument from the mirror was observed. This is the 
method which was employed in connection with the observations of the pairs of stars, 
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and if there is any systematic difference between it and the other mode of compari- 
son, as seems indicated by the observations, this difference should be included in the 
correction to the barometer. The mean difference between the readings with mirror 
and with paper background is 0.002 inches, the mirror giving the smaller reading. 
This correction I have applied to the comparisons in such a manner as to reduce 
those made before the cleaning of the barometer to the mirror standard, and those 
made after cleaning to the paper standard. Designating the Fuess barometer cor- 
rected by means of the comparisons made in Washington in July and August as 
Fuess I, and calling the same barometer corrected by the September and October 
comparisons Fuess II, we have the following mean results of the comparisons : 

CORRECTIONS TO GREEN NO. 5162. 



Barometer. 


Adie. 


FuobbL 


Fuess II. 


Adopted. 


Background. 


Before Cleaning. 
After Cleaning. 


in. 
+0.007 
.000 


in. 
+0.018 
+ .009 


in. 

+0.008 
+ .004 


in. 

+0.009 
+ .006 


Mirror. 
Paper. 



The average elevation of the telescope objective above the cistern of the barometer 
I estimate as 330 cm, and the correction to the barometer due to this difference of 
elevation is — 0.011 inches; the adopted pressures, which depend upon the state of 
the barometer before cleaning and used in connection with a mirror, therefore require 
a correction of — 0.002 inches, a quantity which is considerably smallep than the 
measure of uncertainty attending its own determination, but which, if regarded as a 
genuine correction, requires that all the measured distances be diminished by O'.Ol. 

The corrections to the attached thermometer were determined in Washington by 
Prof. Marvin, who has furnished me the following statement of them: 



Temp. 


82* 


42' 


62- 


62* 


72* 


82* 


92- F. 


Corr. 


-0.8 


-0.5 


-0.4 


-0.4 


-0.6 


-0 6 


-0.7 



These corrections are included in the comparisons given above, but have not been 
applied in the computation of the refractions. Their average effect is approximately 
O'.Ol, which should be so applied as to increase the measured distances, thus in great 
part compensating the correction due to index error of the barometer. 

Determiiiation of Temperature. For the determination of the temperature of the 
external air, four thermometers have been employed. They were all made by Green, 
and are standard meteorological thermometers of such a size that 1® C. is represented 
on their scales by a space of approximately 2mm. The principal points of difference 
in their construction are shown in the following table: 
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No. 


Bulb. 


Divided to 


51^ 


SiOMrioaL 


• 
0.5 0. 


5164 


SpherioaL 


1.0 P. 


66f)6 


CylindricaL 


0.5 0. 


wn 


Cylindrical. 


li)F. 



The refraction computations are based immediately upon the indications of Nos. 
5163, 5164, which were whirled by hand in the open air just south of the observing 
room. Nos. 6606 and 6607 wera employed during the latter part of the work as a 
control upon the indications of the whirled thermometers. No. 5164 was exclusively 
employed for the temperatures prior to 1890, Nov. 20, at which date it was broken 
in whirling at 22A 25m sidereal time. No. 5163 was immediately substituted for it 
and was used in all of the subsequent observations. It was foimd convenient in 
reading the thermometer to treat it as if each division of its scale corresponded to 
one degree instead of half a degree, e. g,^ the temperature 6*^.75 C, would be 
recorded as 11.5 divisions, and the corresponding value of the factor y interpolated 
from a table constructed with the argument the temperature expressed in half 
degrees C. 

The indications of a thermometer whirled in the open air are subject to at least 
two serious sources of error, viz: radiation of heat from the person of the observer, 
and radiation from the thermometer to the sky. It is apparent that not only do 
these causes produce effects of opposite sign, but that their relative efficiencies vary 
in opposite directions as the temperature varies, the former cause having its maxi- 
mum effect and the latter its minimum at extreme low temperatures. It is therefore 
d priori probable that the temperatures determined with the whirled thermometer 
are affected with systematic errors varying with the temperature in such a manner 
that the indications of the thermometer are relatively too high at low temperatures 
and too low at high temperatures. 

To test the existence of such errors a vertical wooden tube of interior cross section 
16 X 31 cm, was erected just outside the southwest wall of the observing room, and 
thermometers 6606 and 6607 placed in a sheet iron cage enclosed in the upper part 
of this tube, with their bulbs opposite apertures in that side of the cage which was 
turned away from the dome. A eylindrical tube twelve centimeters in diameter con- 
nected the bottom of the cage with an exhaust fan driven by clockwork at the rate of 
550 revolutions per minute. By the operation of this fan the external air is drawn 
into the cage through the apertures above described, and flows over the bulbs of the 
thermometers, which are read by the observer through a permanently closed plate 
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glass window. Whaterer may be the defects of this apparatus, it will be seen that 
radiation from the observer and radiation to the sky are very nearly if not quite 
eliminated. 

To test the possible effect of the ventilating cage in producing dynamical cooling 
of the incoming air, on April 16, 1892, I placed in the cage an aneroid barometer, 
and with a telescope observed its indications when the exhaust fan was running and 
when it was at rest. During the observations the sky was completely overcast, a 
light breeze was blowing from the south and the temperature was 51° F. The fol- 
lowing summary exhibits the mean results from a series of twenty- two readings of 
the barometer at an average interval of one minute. 



Time. 


Fan. 


Barometer. 


No. of Readings. 


2i;i 51m 


Atreet 


28.8888 


8 


55 


Goin . 


.8815 


6 


22 


At rest. 


.8848 


4 


5 


Going. 


.8818 


6 


12 


At rest. 


.8827 


8 



These readings indicate a depression of 0.0025 inches, = 0.06mm, which is at the 
very limit of what the barometer is capable of showing, and if the depression is con- 
sidered as real, it corresponds to a cooling of less than 0^.01 C. 

Between July 15 and Dec. 15, 1891, the ventilating apparatus was used in connec- 
tion with the whirled thermometer on 43 nights, and an inspection of the tempera- 
tures furnished by the two methods of exposing the thermometers, indicates system- 
atic differences between them of the character above indicated as probable. Arrang- 
ing the several comparisons in the order of the temperatures at which they were 
made, and taking means by groups, there results the data of the following table, in 
which r denotes the mean temperature and n the number of comparisons included in 
each group. The column F. — W, shows the excess of the temperature indicated by 
the ventilated thermometers over that given by the whirled thermometers. For the 
proper appreciation of these differences it should be stated that the ventilating fan 
was set in motion from five to twelve minutes before the thermometers were read 
and that a partial check against sluggishness of the thermometers and insuflBcient 
ventilation is afforded by the fact that the bulb of No. 6606 contains about twice as 
much mercury as the bulb of No. 6607. Any sluggishness would therefore produce a 
difference in the readings of the thermometers. 

In the case of the whirled thermometer, it was my unifoim practice to read the 
thermometer before whirling, then to give the thermometer 60 turns in a circle with 
a radius of about one meter and read the thermometer, whirl again for 60 turns 
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again read, and continue the process until the reading of the thermometer was no 
longer affected by the whirling. In more than 95 per cent, of all cases the final 
reading of the whirled thermometer was higher than the initial reading by amounts 
varying from 0° to 2® C, the average excess being about 0®.3. This result I attrib- 
tue to the fact that the thermometer while not actually in use was left in the open 
air, and its temperature was diminished by radiation to the sky, to a point below 
that of the surrounding air. It is also possible that radiation from the person of 
the observer has produced a systematic excess of temperature in the thermometer. 

COMPARI30JT OF THE VENTILATED AND WHIRLED THERMOMETERS 



Limiting 
Temperatures. 


n 


r 


V,-W. 


O.-C. 


o o 




o 


o 


o 


+28 . . .+20 C. 


18 


+24. C. 


+0.14 C. 


+0.04 


20... 15 


29 


17.6 


- .08 


- .09 


15... 10 


87 


12.5 


- .10 


- .08 


10. . . 5 


18 


7.5 


- .06 


+ .08 


6.... 


46 


+ 2.5 


- .19 


+ .08 


0....- 5 


17 


- 2.5 


- .21 


+ .08 


- 6... -19 


19 


-12.5 


- .58 


— .14 



The column O. — C. shows the deviation of the observed values of V — TT f rom the 
following empirical formula which I have adopted as representing the data 

V-W = c(r--B) (68) 

c = + 0^.015 ± 0^.0^)8 6 == + 17° ± 3^ 

This difference has been neglected in the reduction of the observations made with 
the prism apparatus, but is included in the discussion of the results. 

DiTision Errors of the Thermometers. The division errors of the ventilated and 
whirled thermometers were determined by myself through comparison with a stand- 
ard thermometer, No. 6799, constructed for me by Green. This is a Centigrade 
thermometer with cylindrical bulb, and with stem divided to 0®.l C. The dimen- 
sions of the instrument are such that 1® C. =6.4 mm. Through the kindness of the 
Chief Signal Officer, U. S. A., the corrections to this thermometer were determined 
in the Signal Office in March, 1891, as follows: ^^Corrections in degrees Cent, to re- 
duce to standard air thermometer." 
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Scale. 


Cor. 


Scale 


Cor. 


o 


o 


Q 


o 


-80 


0.00 


+ 6 


+0.06 


-25 


- .01 


+10 


+ 05 


-20 


.00 


+16 


+ .08 


-15 


+ .08 


+80 


+ .06 


-10 


+ .04 


+26 


+ .06 


- 5 


+ .05 


+80 


+ .08 





- .04 


+86 


+ .04 


+ 6 


+ .05 


+40 


+ .07 



The adopted corrections to the other thermometers determined by a graphical ad- 
justment of the data furnished by the direct comparisons with No. 6799 are as 
follows : 



Scale. 


No. 5168. 


No. 6606. 


o 


o 


o 


-20 C 


+0.45 C. 


-0.22 C. 


15 


+ .87 


- .15 


10 


+ .22 


- .12 


- 5 


.00 


- .09 





- .16 


- .08 


+ 5 


- .26 


- .06 


10 


- .84 


- .05 


15 


- .89 


- .04 


20 


- .48 


- .08 


+25 


- .45 


- .02 



Scale. 


No. 5164. 


No. 6607. 


o 


e 


• 


F. 




-0.20 F. 


10 




- .20 


20 




- .20 


80 


-0.4 F. 


- .20 


40 


-0.1 


- .20 


50 


-0.0 


- .20 


60 


+0.0 


- .20 


70 


+0.1 


- .20 


80 





- .20 


00 




- .20 



The thermometer No. 5164 was broken before the standard thermometer was avail- 
able for comparison, and its corrections have been derived from comparisons made 
with the thermometer employed for the meteorological service of the observatory, 
Green No. 515. See Publications W. O., Vol. VII., p. 4. The freezing point of No. 
5164 was independently determined Feb. 27, 1890, by Prof. S. J. Brown, who found 
32^.3, confirming the otherwise unsatisfactory determination of these corrections. 

In the computation of the refraction, /?, the corrections to the thermometers were 
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neglected, and the values of the factor y were derived from the tables as if the ther- 
mometer readings indicated the true temperature of the air. To the refractions thus 
computed there were applied corrections taken from the following tables constructed 
from the formula 

in which M represents the correction to the thermometer. 



5168 


AB. 


o 


w 


-40 


-0.88 


-80 


- .80 


-20 


- ,18 


-10 


.00 


- 


+ .13 


+10 


+ .18 


+20 


+ .28 


+30 


+ .25 


+40 


+ .27 


+50 


+ S» 


+60 


+ .28 1 



6164 


R 


o 


t 


80 


+0.12 


85 


+ .08 


40 


+ .04 


45 


.00 


60 


.00 


55 


.00 


60 


.00 


65 


.00 


70 


- .04 


. 





These corrections are included in the printed values of R, 

The substance of the preceding pages may be summed up in the statement that the 
printed values of the refraction are those which would be furnished by the Pulkowa 
tables when corrected for the difference in the force of gravity at Pulkowa and Mad- 
ison, and employed in connection with readings of the meteorological instruments to 
which all known corrections have been duly applied. 
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My original observing programme contemplated only a determination of the constant 
of aberration from observations of the angular distance ^ separating a pair of stars. 
It is shown on p. 33 that the aberration introduces into this distance a variable term 
of the form 

2& co» /5 »tn -H" «n (A — «) 

which has a period of a year, since » denotes the longitude of the sun and X and /9, 
the co()rdinates of the middle point of ^, are constant. It soon became apparent 
that an investigation of the absolute amount of the refraction and its seasonal varia. 
tion might be advantageously combined with the determination of the aberration, 
and the observing programme was extended so as to include pairs of stars suitable for 
this purpose. The choice of stars was somewhat narrowly limited by the following 
considerations: Since the clear aperture available for the formation of an image of 
each star is less than 50 mm,^ and a certain amount of light is lost by reflection 
from the mirrors before reaching the objective, it is apparent that only moderately 
bright stars can be observed with the apparatus. In the selection of the aberration 
stars I have therefore included no star whose magnitude is less (fainter) than 6.0 on 
the scale of the Harvard Photometry. The choice of triplets instead of pairs for the 
investigation of the refraction, to be hereafter explained, compelled me to somewhat 
extend this limit, and the faintest star included in the refraction programme is of 
the 7.2 magnitude. Experience has shown that while the observation of these stars 
is difficult, with due care its precision may be made but little if at all inferior to 
that of stars of the second and third magnitudes. 

For the aberration, since observations were to be made at an interval of six 
months, and it was desirable that the conditions under which they were made should 
be as nearly as possible alike, the longitudes of the stars were determined by the 
condition that the stars should come into position for observation at epochs in the 
spring and autumn at which the mean temperatures were, as nearly as practicable, 
equal. From a discussion of the meteorological records at Madison I find as the ex- 
pression for the mean daily temperature, T^ in degrees F., 

r =3 + 45°.2 + 27^.4 Kin (« - 29^.2) (64) 

Since the observations are necessarily made in the morning and evening twilight, 
corrections for the diurnal variation of temperature must be applied to this expres- 
sion in order to obtain the temperature which may be expected at the time of obser- 
vation on any given date. These corrections are of somewhat uncertain magnitude, 
but from the best data available I have constructed the following set of values : 
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March April May Sept. Oct. Nov. 

o o o o o o 

A,M. -7.6 -7.6 -7.8 -7.4 -9.1 -7.6 

P.M. +3.6 +4.7 +5.8 +5.4 +4.8 +2.8 

from which I find by trial that April 5, P. M., Oct. 8, A. M. ; May 1, A. M., and 
Nov. 3, P. M., are epochs of equal mean temperature. The most favorable position 
for a pair of aberration stars is therefore defined by the coordinates of the central 
point of the arc joining the stars, \ = 105®, or ;i = 311®, differing 90® from the lon- 
gitude of the sun on the above dates. In all cases it is advantageous to make the 
latitude of the middle of the arc as small as possible on account of the factor cos fl in 
the expression for the aberration. 

The stars observed for a determination of aberration are immediately available for 
an investigation of the amount of the refraction, since a comparison of the measured 
distance with its value computed fi*om the known coordinates of the stars will furnish 
a numerical value for the amoimt of the refraction, apy 2ton-s-f from which the 
value of a, or a correction to a, maybe derived. This value is, however, open to the 
criticism of depending upon the assumed places of the stars, and I have thought it 
desirable to avoid this objection in the following manner : If a and b represent two 
stars near the equator and approximately 120® apart, and c be a third star situated 
at that point of the celestial sphere diametrically opposite to the middle point of the 
arc aft, then will c be 120® distant from both a and ft, and its distance from each of 
these may be measured with the prism apparatus. Such a set of three stars I desig- 
nate a triplet, and if each of the three arcs, aft, be, ca, be measured and the 
measured length be projected upon the equator by means of the declinations 
of the stars, it Is evident that the sum of the projections must equal 360®, and the 
refraction must be so determined as to satisfy this condition. The resulting value 
of the refraction will not depend in any way upon the right ascensions of the stars, 
and will involve only the squares and products of their declinations, and these terms 
may be rendered very small by selecting the stars near the equator. It is evident 
that the refraction triplets are subject to no limitations of longitude in their selec- 
tion, or of time in the dates of observation. In arranging the observing program 
for each evening, those aberration pairs which were suitably placed for observation 
were always given precedence, and observations of the refraction pairs were confined 
to dates at which they would not conflict with the aberration work. 

The selections from the star catalogues of pairs of stare which satisfy the condi- 
tions above determined is a very laborious process, and it may well be that a more 
advantageous selection of pairs than is contained in my observing list could have 
been made. The selection of the triplets is even more laborious than that of the 
aberration pairs, and my thanks are due to M. Loewy, of the Paris Observatory, who 
kindly undertook to select for mo from his large stellar globe every set of triplets 
contained in the heavens which satisfy the following conditions : Each star to be of 
the sixth magnitude or brighter. Each star to be within five degrees of the equa- 
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tor. Each star to be separated from each of the others composing the triplet by an 
arc whose length was included between the limits 119^ 53' and 120^ 13'. M. Loewy 
communicated to me three triplets satisfying these conditions. Two of these I had 
previously found from the catalogues. 

The observing lists for both aberration and refraction stars which are contained in 
the following pages comprise, in addition to the names and magnitudes of the stars, 
a symbol employed as a brief representation of the pair, and certain quantities re- 
quired for pointing the telescope so as readily to find and identify the stars. T is 
the sidereal time at which the stars comprising a pair have equal altitudes, and are 
therefore most favorably situated for observation, The right ascension and declina- 
tion of the middle point of the arc, -^, joining the stars are given under the head- 
ings ao, 5o, and by means of its circles the telescope is directed toward this point 
of the heavens. P represents the angle between the arc ^ and the hour circle pass- 
ing through the middle point of ^, reckoned positive from the hour circle toward the 
star having the greater right ascenston. In pointing the telescope it was rotated in 
its cradle until the reading of the P circle corrected for index error equalled P, in 
which position the axis of the reel is approximately perpendicular to the plane of the 
arc ^. The column of Epochs indicates the dates at which the aberration produces 
its maximum positive and negative effects upon ^, The column ^' denotes the ex- 
cess of ^ over 120®. 

After the quantities oj, , 5^ and P had been set off upon their respective circles the 
reel was rotated about its axis by means of the endless cord so as to bring the im- 
ages of the stars into the field of view. The apparent distance between the images 
should be ^' diminished by the refraction, approximating 200', and this criterion, 
together with the magnitude of the stars, served as a safeguard against the observa- 
tion of a wrong pair. 

It is shown in previous pages that the effect of aberration and refraction upon the 
measured distances is represented by means of equations involving the following 
quantities, which are approximately constant for each pair of stars: 

Aq, The true distance between a pair of stars. 

7*0 -|- ^. The sidereal time at which the effect of refrac ion is a minimum. 

(a), BessePs refraction coefficpnt, corrected for the effect of second order terms. 

X\ The exponent of the temperature factor, y. 

Hq', The coefficient of the differential refraction expressed in parts of a revolution of the mi- 
crometer screw. 

/. The aberration coefficient. 

X, The longitude of the middle point of the arc d^, 

L. The zenith distance of the middle point of ^o &t the instant Tq + 5. 

//. The annual effect of proper motion upon d^ 

The values of these constants computed from the coordinates of the stars referred 
to the equinox of 1890.0, are given in the following Table of Reduction Constants. 
The distances, -^o, are given for the epoch 1890.0. The assumed coOordinates and 
proper motions of the stars from which these distances were computed are treated in 
a subsequent section. 
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The formulae from which these several quantities were computed are as follows : 
The subscripts 1 and 2 refer respectively to the star having the lesser and the greater 
right ascension. 

co% ^ ^ sin di sin S^ -\- cosSi casS^eos (or, — a,) 
««• + «i) = a i(5, + ^i) = c 

i(a, - a,) = 5 ii6, - 5,) = d 

tan X r=: tan b tan c tan d 
=. a — X 



"0 

stn Oq = Sin c co8 a see -^ 
C08 P =i cose sin d cosec -^ sec S^ 



(65) 



2 

tan m = sin 5^ cot P 
sin (r + w) = tan (p cot 6^ sin M 
r = ^0 - r 
cos Zi = sin <p sin 5 j -\- cos (p cos 6 ^ cos (T — ai) 
cos z^ = sin q) sin 5, •\-cosq>cos6^cos{T— a^) 
Since T is the instant at which the stars have equal altitudes, the last equations 
should furnish s, = 22> sind this agreement furnishes a check upon the accuracy of the 
computation. 

The ao, S^ above derived were transformed into longitude and latitude, A, /5, by 

the formulae, 

tan N = sin a^ cot 5^ 

tan X = tan a^ cosec Nsin {N'\- e) (66) 

9in ft = sin 8^ sec Ncos{N+ e) 
and the computation verified by the relation 

sin Xcotp = tan {N+ e) (67) 

The zenith distances «, and z^ above derived furnished the arguments with 
which a' and X' were derived from the refraction tables. The interpolation of these 
quantities and the computation of 3, / and A^' were made in duplicate. The 
formulae for all of the reduction constants have been derived in the preceding pages 
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OBSERVINQ LIST OF ABERRATION PAIRS. 



Stan. 


Pair. 


Mag. 


T a. 


P. s. 


Epocha. 


J' 


Remarks. 








h, m. 


• 1 


' 


' 




a Piscium. 


I. 


4.0 


5 88.8 


88 55 


March 19 


+ 7 


Dap. 


a Leonifl. 


1.4 


6 54.7 


+ 14 60 


Sept. 21 






r Ceti. 


IL 


8.8 


6 28.7 


85 4 


March 29 


+ « 




I Leonia. 


6.1 


6 86.9 


+ 14 


Oct 2 






82 Eridani. 
95 Leonia. 


UI. 


6.0 
5.6 


7 9.2 
7 41.6 


78 29 
+ 12 52 


April 15 
Oct. 18 


- 1 


*0.7neur. 


/I Taari. 
c Virginia. 


IV. 


4.6 
6.2 


8 21.4 
8 18 9 


92 41 
+ 12 80 


April 23 
Oct 26 


+10 




ir^Orionia. 
d Virginia. 


V. 


4.0 
8.0 


8 45 7 
8 49.0 


89 
+ 6 16 


May 8 
Nov. 6 


+ 6 


* 6.5 near. 


5 Can. Maj 
e Bootia. 


VI. 


4.8 
26 


9 19 3 
10 26.0 


66 28 
+ 14 60 


May 24 
Nov. 24 


- 1 




t TaarL 
£ Corvi. 


VIL 


8.6 
8.1 


9 52.2 
8 97 


118 61 
- 2 53 


April 25 
Oct 28 







119 Tauri. 
a Virginia. 


VIII. 


4.7 
1.2 


10 25 8 
9 29.5 


106 58 
+ 7 42 


May 13 
Nov. 14 


+ 7 




y Gteminornm. 


IX. 


2.8 


11 8.8 


98 81 


May 26 


+ 8 




109 Virginia. 


86 


10 44 6 


+ 18 59 


Nov. 27 






M Virginia. 
C Pegaai. 


X. 


8.9 
8.8 


18 8.7 
18 34.2 


81 8 
+ 5 8 


Oct 2 
March 80 


+ 6 




<p Virginia. 
C AqaariL 


XT. 


5.0 
8.8 


18 20.8 
18 22.9 


89 20 
- 2 19 


Sept 29 
March 26 


+ 7 




87 Librae. 
PegaaL 


XIL 


5.0 
5.0 


18 38.1 

19 24.8 


77 21 
+ 2 26 


Oct 16 
AprU 12 


+ 8 
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OBSERVINa LIST OP ABERRATION PAIRS-Continued. 



Stars. 


Pair. 


Mag. 


T 


O'o 


P «o 


Epochs. 


1 


Remarks. 








h. 


m. 


• / 




' 




p Librae. 


XIIL 


2.0 


18 


45 2 


83 14 


Oct 12 


+ 8 




y Piscium. 


4.0 


19 


18.5 


- 6 17 


April 8 






8 Serpentis. 


XIV. 


5.3 


19 


85.4 


96 55 


Oct. 11 


+ 6 




<p Aquarii. 


4.8 


19 


8.7 


- 1 17 


April 8 






d Ophiuchi. 
t Ceti. 


XV. 


80 
8.8 


20 
20 


24.9 
8.8 


98 83 
- 12 56 


Oct 24 
AprU 21 


+ 8 




e Serpentis. 


XVI. 


8.8 


20 


4ao 


104 26 


Oct 16 


- 6 




108 Aquarii. 


5.0 


19 


84.4 


- 14 29 


April 12 






B. A. C. 6903. 


XVII. 


58 


21 


18.0 


87 1 


Nov. 17 


+ « 


* 6.0 near. 


// Piscium. 


5.1 


21 


22.9 


+ 6 


May 16 






B. A. C. 5647. 
17 Ceti. 


XVIII 


5.8 
5.0 


21 
20 


86.0 
48.2 


104 17 
+ 2 12 


Nov. 5 
May 8 


+ 4 


• 6.7 near. 


t Coronae. 
A* AquariL 


XIX. 


4.2 

4.6 


21 

20 


40.0 
8.1 


118 44 
+ 10 46 


Oct 28 
April 26 


+ 9 




6H Scuti. 
y Ceti. 


XX. 


5.0 
8.8 


22^ 
22 


12 7 
89.5 


88 82 
- 5 86 


Dec. 1 
May 30 


+ 6 




V Aquilaa. 
/TaurL 


XXI. 


4.8 
4.0 


22 
23 


57.5 
17.9 


82 41 

+ 12 42 


Dec. 17 
June 16 


+ 8 
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OBSERVING LIST OF REFRACTION TRIPLETS. 



Stars. 



10 Aquarii 
o Ononis. 

P Piscium. 
19 Monocerotis. 

/ PiBcium. 
23 Hydrae. 

B. D. - (P,258. 
t Hydrae. 



Pair. 



Mag. 



aCeU. 


p« Leonis. 


10 Tauri. 


V Leonid. 


o Ononis. 


B. D. + 2^2(564. 


10 Monocerotis. 


110 Virginis. 


28 Hydrae. 


U OphiuchL 


t Hydrae. 


Ii822')0. 


p* Lecmis. 


g Aquilae. 


V Lecmis. 


f 4.quilae. 



A(l) 



B(l) 



C(l) 



D(l) 



E(l) 



FO) 



A (2) 



B(2) 



C(2) 



D(2) 



E(2) 



F(2) 



T a^ P 8o 



59 

4.7 

4.6 
4.8 



5.0 
6.6 

7.2 
4.1 

2.7 
5.0 

4.6 
4.6 

4.7 
5.0 

4.6 
4.6 

6.5 
5.9 

4.1 
6.5 

6.0 
5.5 

4.5 
4.4 



h, m. 

1 5.7 

1 16.5 

8 18.9 

2 57.7 

5 81.4 

5 10.9 

5 84.1 

5 84.4 

7 18.4 

6 56.7 

7 81.9 
7 81.8 

9 9.4 

9 16.0 

10 48.0 

10 67.8 

12 55.1 

18 12.1 

18 84.2 

18 84.8 

15 1.1 

14 56 8 

15 84.1 
15 81.1 



87 22 

- 5 81 

94 18 

- 51 

95 10 

- 2 51 

89 55 

- 1 27 

98 12 

+ 1 46 

90 9 

- 10 

88 11 
+ 2 10 

86 11 

- 1 88 

85 49 

- 4 88 

89 58 

- 1 18 

91 8 

- 6 46 

90 46 

- 1 45 



+ 2 



- 5 



- 5 



- 5 



- 1 



+ I 



- 1 



+ 4 



- 6 



+ 



- 1 



- 5 



Remarks. 



var. 
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OrSERVING LIST OF REFRACTION TRIPLET8-Ck)ntinu€d. 



Stars. 


Pair. 


Ma«. 


T a. 


P s. 


J' 


Remarks. 






h, m. 


O 1 






B. D. + 2°,2664. 


A (8) 


5.6 


17 82.6 


94 27 


- 6 




16 Aquarii. 


5.9 


17 15.2 


- 2 21 






110 Virginis. 


B(8) 


4.6 


18 56.4 


89 86 


- 1 




fi PiBcium. 




4.6 


18 57.7 


+ 5 45 






V Ophiuchi 


C(8) 


5.9 


21 8.0 


89 1 


+ » 




/PiBcium. 




5.0 


21 11.4 


+ 4 28 




Another pair near. 


li 82200. 


I) (8) 


6.5 


21 84.9 


90 8 


+ 4 




B. D. - 0^,258. 




7.2 


21 84.4 


- 1 28 






g Aquilae. 


E(8) 


5.5 


22 40.5 


85 40 


- 




aCetL 


2.7 


22 56.9 


- 12 






t Aquilae. 


F(8) 


4.4 


23 27.7 


89 5 


+ 8 




10 Tauri. 


4.5 


28 81.2 


- 1 29 
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TABLE OF REDUCTION CONSTANTS. 



Stars. 


r+5 


^0- 


-119*> 


/^ 


Logf 


A 


Log a' 


A' 


Logh'o 


L 




h. 


m. 


8. 


1 


« 


» 




o 


' 








o 


A (I) 


1 


5 


42 


61 


52.90 


+ 0.034 


1.5387 


15 


31 


1.75663 


I.OIO 


6.5062 


48 


B(l) 


8 


18 


52 


55 


21.88 


- .015 


.5296 


41 


43 


.76742 


.008 


.4333 


44 


C(l) 


5 


81 


25 


55 


1.45 


+ .097 


.5039 


76 


23 


.75711 


.009 


.4605 


46 


D(l) 


5 


84 


5 


55 


17.77 


+ .046 


.5073 


82 


57 


.75786 


.008 


.4434 


45 


I 


5 


88 


50 


67 


23.78 


- .288 


.5446 


88 


43 


.75884 


.005 


.2670 


28 


n 


6 


28 


44 


69 


5.15 


+ 0.187 


1.5439 


99 


5 


1.75879 


1.005 


6.2762 


29 


III 


7 


9 


9 


59 


2.98 


- .084 


.5445 


115 


1 


.75871 


.005 


.2615 


31 


E(l) 


7 


18 


22 


58 


84.19 


+ .045 


.5199 


105 


12 


.75776 


.007 


.4014 


41 


F(l) 


7 


81 


55 


60 


52.08 


+ .209 


.5178 


114 


41 


.75753 


.008 


.4281 


43 


IV 


8 


21 


48 


68 


45.16 


- .270 


.5468 


122 


58 


.75872 


.005 


.2906 


30 


V 


8 


45 


48 


65 


48.51 


- 0.490 


1.5412 


182 


56 


1.75824 


1.006 


6.3522 


37 


A (2) 


9 


9 


24 


58 


40.56 


- .092 


.5378 


140 


43 


.75783 


.007 


.3965 


41 


VI 


9 


19 


9 


58 


43.97 


+ .083 


.5478 


152 


49 


.75865 


.005 


.1569 


31 


VII 


9 


52 


45 


60 


21.85 


- .187 


.5150 


125 


25 


.75601 


.011 


.8951 


52 


VIII 


10 


25 


59 


6? 


7.14 


- .062 


.5465 


142 


14 


.75818 


.006 


.2864 


38 


B(2) 


10 


48 





68 


50.98 


- 0.060 


1.5456 


166 


17 


1.75730 


1.008 


6.4468 


45 


IX 


11 


8 


57 


62 


51.45 


- .146 


.5424 


155 


25 


.75905 


.004 


.2286 


25 


C(2) 


12 


55 


6 


54 


12.14 


- .023 


.5485 


198 


22 


.75681 


.009 


.4865 


48 


D(2) 


18 


84 


10 


60 


15.67 


- .072 


.5451 


202 


17 


.75788 


.008 


.4423 


44 


B(2) 


15 


1 


5 


59 


1.78 


+ .018 


.5418 


228 


22 


.75658 


.010 


.5092 


49 


F (2) 


16 


84 


5 


64 


85.69 


- 0.007 


1.5802 


280 


51 


1.75781 


1.008 


6.4472 


45 


A (8) 


17 


82 


89 


54 


30.46 


+ .030 


.5203 


258 


2 


.75719 


.007 


.4539 


46 


X 


18 


8 


40 


65 


10.22 


- .029 


.4945 


279 


42 


.75807 


.006 


.8527 


89 


XI 


18 


20 


23 


67 


15.69 


+ .855 


.5196 


276 


9 


.75719 


.008 


.4596 


46 


TTIf 


18 


37 


58 


61 


58.58 


- .206 


.5126 


298 


2 


.75769 


.007 


.8710 


42 
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TABLE OF REDUCTION CONSTANrS— Ck)ntinued. 



Stare. 


T+^ 


^0- 


-119° 


M 


Logf 


A 


Log a' 


X' 


Logh'o 


L 




h. 


m. 


8. 


/ 


» 


w 




o 


' 








o 


XIII 


18 


45 


12 


68 


4.42 


+ 0.619 


1.5824 


289 


2 


1.75687 


I.OIO 


6.5161 


50 


B(3) 


18 


56 


28 


59 


5.17 


+ .070 


.4935 


286 


28 


.75821 


.006 


.8551 


88 


XIV 


19 


85 


88 


64 


86.78 


+ .056 


.5194 


288 


28 


.75781 


.008 


.4885 


45 


XV 


20 


25 





67 


53.98 


- .018 


.5462 


801 


84 


.75456 


.014 


.6415 


56 


XVI 


20 


48 


20 


55 


21.40 


- .101 


.5457 


298 





.75312 


.016 


.6645 


60 


C (3) 


21 


7 


59 


69 


23.62 


- 0.069 


1.5285 


321 


43 


1.75805 


1.006 


6.8744 


89 


XVII 


21 


18 


1 


65 


41.21 


+ .886 


.5216 


825 


10 


.75821 


.006 


.3538 


87 


D(3) 


21 


84 


56 


61 


58.49 


+ .028 


.5392 


325 


28 


.75731 


.008 


.4456 


44 


XIX 


21 


40 


25 


69 


4.91 


+ .042 


.4849 


805 


42 


.75907 


.006 


.1877 


89 


XX 


22 


12 


48 


65 


31.68 


- .188 


.5489 


889 


19 


.75658 


.010 


.5014 


49 


E(8) 


22 


40 


82 


59 


44.45 


- 0.067 


1.5468 


845 


24 


1.75751 


1.008 


6.4260 


44 


XXT 


22 


57 


87 


67 


37.70 


+ .026 


.5827 


855 


30 


.75872 


.005 


.2810 


81 


F (8) 


28 


27 


44 


62 


48.14 


- .217 


.5492 


352 


50 


.75738 


.008 


.4465 


45 



The method by which the refractions computed from the constants contained in the 
preceding table have been transformed to the system of the Pulkowa Refraction 
Tables has been already explained. The reductions actually employed have been in- 
terpolated from the following table, in which the columns cc and X have the same 
significance as a\ X' of the preceding table, save that the argument upon which they 
depend is the apparent zenith distance of the stars at the instant T+^t and further 
that the correction for difference in the force of gravity at Pulkowa and Madison, 
— 64 units of the fifth decimal place, has been applied to logf a, * 

* The theory of this correction, which is neglected in all the text books, is as follows: 
Assuming equal density of the atmosphere at any two places whose latitudes are q> and <p\ the 
corresponding heights of the barometric column will be inversely proportional to the force of 
gravity, i e., 

p\p' \\^ \g\\\ " aeo82 q)' :1 ^ aco82q) 
from which 

logp = logp' + 2a Main {(p' — q>) sin {g>' + (p) 

where M = 0.4848 and a = 0.0026. Since the barometric factor B of the refraction tables contains 
p as a factor, we may write in units of the fifth decimal place 

logB = toflr J5' + 225 sin (<p' — q)) sin (q>' + <p) 

Tables which for any given latitude <p, give a correct value of logB, when employed for any other 
latitude will furnish a value Zo^B', whicn must be corrected oy the last term of the preceding 
equation. For most purposes this term may be united with the factor a of the tables under the 
form 

^ loga = + 226 sin {g/ - <p) sin (<p' + ^) 
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The column P — B furnishes the reduction from the computed refractions to the 
Pulkowa standard at the temperatures 0^ and 100° F., but it must not be considered 
a comparison of the Bessel and Pulkowa tables. 

REDUCTION OF THE REFRACTIONS TO THE PULKOWA STANDAUD. 











P. - 


- B. 


Pairs. 


App't Z, D. 


Lx>g a 


X 


















O^F. 


100^ F. 


A(l) 


O 1 

70 40.8 


1.75533 


l.Olll 


- 0.59 


- 0.93 


B(l) 


68 52.9 


.75612 


.0092 


.60 


.92 


C(t) 


69 40.0 


.75580 


.0100 


.59 


.93 


D(l) 


69 2.8 


.75605 


.0094 


.60 


.92 


I 


63 66.5 


.75750 


.')059 


.63 


.94 


II 


64 9.6 


1.75746 


1.0060 


- 0.63 


- 0.94 


III 


64 85.2 


.75737 


.0062 


.62 


.94 


E(l) 


67 55.6 


.75646 


.0085 


.60 


.98 


F(l) 


68 86.8 


.75622 


.0090 


.60 


.93 


IV 


64 83.0 


.75738 


.0061 


.68 


.94 


V 


66 24.2 


1.75698 


1.0073 


- 0.61 


- 0.98 


A (2) 


67 45.6 


.75653 


.0083 


.60 


.93 


VI 


64 46.1 


75783 


.0063 


.62 


.94 


VII 


71 47.6 


.75478 


.0127 


.58 


.92 


VIII 


66 87.7 


.75687 


.0075 


.61 


.93 


B(3) 


C9 10.9 


1.75600 


1.0095 


- 0.60 


- 0.92 


IX 


62 54.7 


.75770 


.0055 


.64 


.94 


C(2) 


70 17.6 


.75552 


.0106 


.59 


.92 


D(3) 


68 69.6 


.75607 


.0098 


.60 


.93 


E(2) 


70 44.8 


.75581 


.0112 


.58 


.93 


FC3) 


69 9.6 


1.75600 


1.0095 


- 0.60 


- 0.92 


A (3) 


69 27.0 


.75589 


.0097 


.69 


.92 


X 


67 0.2 


.75676 


.0077 


.61 


.93 


XI 


69 26.8 


.75589 


.0097 


.59 


.92 


XII 


68 8.8 


.75640 


.0085 


.60 


.98 
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REDUCTION OF THE REFRACTIONS TO TBE PULKOWA STANDARD -Cantinued. 



Pairs. 


App't Z. D. 


Loga 


X 


P. - 


- B. 














O^F. 


100^ F. 




O ' 






* 


* 


XIII 


71 9.4 


1.757C8 


1.0118 


- 0.58 


- 0.92 


B(3) 


66 81.7 


.75689 


.0074 


.61 


.93 


XIV 


69 11.5 


.75599 


.0095 


.60 


.92 


XV 


73 48.1 


.75386 


.0162 


.57 


.91 


XVI 


75 17.7 


.75193 


.0192 


.56 


.91 


C(3) 


67 8.2 


1.75675 


1.0077 


- 0.61 


- 0.93 


XVII 


66 80.5 


.75690 


.0074 


.61 


.93 


D(3) 


69 3.6 


.75605 


.0094 


.60 


.92 


XIX 


67 0.2 


.75676 


.0077 


.61 


.98 


XX 


70 51.8 


.75525 


.0113 


.58 


.92 


E(3; 


68 40.1 


1.75619 


1.0090 


- 0.60 


- 0.92 


XXI 


6i 88.2 


.75738 


.0062 


.62 


.94 


F(3) 


69 6.8 


.75608 


.0094 


.60 


.92 



To elucidate the use of the several quantities discussed and tabulated in the pre- 
ceding pages, I give in full the record and reduction of an observation of a pair of 
stars. Matter printed in italics in the record is not contained in the original notes 
of the observation, but has been added as the equivalent of that which the observer 
denoted by the part of the page upon which the recorded figures were written. The 
readings of the ventilated thermometer were always made in the interval between 
the observations Cord Down and Cord Up. 

Quantities which in the following Reduction of Observations are marked with an 
* were transferred by myself to the reduction blanks and the copying checked. The 
computations from these data were made by Mr. John A. Parkhurst, at Marengo, 
Illinois, distant some seventy -five miles from the observatory. Since the computa- 
tions were thus to be made without my personal supervision, and it did not seem 
feasible to have them made in duplicate, I have abstained from introducing into the 
forms of computation any of those abbreviations which, however advantageous they 
may be for the experienced computer, are a prolific source of error to those not ac- 
customed to their use. The agreement which the individual results should show, one 
with another, when the correction for differential refraction -^ if is applied, furnishes 
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a partial check upon the computing, while the care bestowed upon the computations 
by Mr. Parkhurst is shown by the fact that in the numerous revisions to which I 
have had occasion to subject parts of his work I have not found a single error of 
consequence. 

The correction ^ Ref^^ which is given in connection with the computed refraction, 
is that above derived for passing from the Bessel constants to those of the Pulkowa 
tables corrected for gravity. The correction ^ Afic, which is to be applied to d, is 
due in part to the progressive inequality of the screw and in part to the reduction 
of the observations with a provisionally adopted value of a revolution of the microm- 
eter screw 0'.023 greater than the finally adopted value. Both of these corrections 
were introduced by myself in passing from the reduction sheets to the tabulated re- 
sults for the several pairs. 

RECORD AND REDUCTION OF OBSERVATIONS. 

1891, Thubsday, Decbmbbr 17. Obsbbver, Q. C. C. 

yd Piscium 19 Monocerotis 

Ocular V 



Bar. 29.89} 
h, m, 
Sid. Time 2 58 

AngleM 



Cord Down 



Alt. r. 18.5 Vent. T + 16.7 F. 



Ext T. - 16.0 

I 
K tn. s. 
2 69 55 
8 42 
2 81 



Bar. 29.892 
h. m. 
- 17.5 Sid. Time 8 28 



II 



Att.T. 18.5 

Ext. T. - 16.0 
UI 



r. 
65.68 
.69 
.68 



m. B. 
4 1 

4 45 

5 27 



Cord Up 



22 55 
28 45 
25 12 



PCirde = 250** 8' 
81.07 



.08 



19 15 

20 26 

21 26 



r. 
65.81 
.77 
.76 



80.88 



.85 



m. 8. 

7 11 

8 18 
8 57 



16 25 

17 18 

18 



r. 
64.50 
.51 
.64 



82.10 
.06 
.11 



Superb night Everytliing favorable. 



Angle. 


T 


r 


logM 


logJM 


JM 


M 


. 


« 


* 










* 






Ji, m. 8. 


HI 8. 






r. 


r. 


» 


I 


259 56 


- 14 16 


2.602 


9.060 


- 0.115 


65.68 


65 




8 042 


18 29 


2.558 


9.011 


. .108 


.69 






2 81 


11 40 


2.427 


8.885 


.077 


.68 





r, 
.566 

.687 
.658 
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RECORD AND REDUCTION OP OBSERVATIONS— Continued. 



Angle. 


T 

* 


r 


logM 


log^M 


JM 


M 

* 


W 




h, m. 8, 


m. 8. 






r. 


r. 


r. 


II 


4 I 


- 10 10 


2.307 


8.765 


- .058 


65.81 


65.752 




4 45 


9 26 


2.242 


N.700 


.050 


.77 


.720 




6 27 


8 44 


2.-175 


8.688 


.048 


.76 


.717 


III 


7 11 


7 


1.983 


8.441 


•028 


64.50 


64.472 




8 18 


5 58 


1.844 


8.802 


.020 


.51 


.490 




8 57 


- 5 14 


1.781 


8.189 


.015 


.54 


.526 


III 


16 25 


- 2 14 


0.991 


7.449 


+ .008 


82.10 


82.103 




17 18 


8 7 


1.280 


7.788 


.005 


.08 


.085 




18 


8 49 


1.456 


7.914 


.008 


.11 


.118 


II 


19 15 


6 4 


1.702 


8.160 


.014 


80.88 


80.894 




20 26 


6 15 


1.885 


8.848 


.022 


.89 


.912 




21 26 


7 15 


2.014 


8.472 


.030 


.85 


.880 


I 


22 56 


8 44 


2.175 


8.638 


.048 


81.07 


81.118 




28 46 


9 84 


2.254 


8.712 


.052 


.02 


.172 




26 12 


+ 11 1 


2.877 


8.885 


+ .068 


.08 


.098 


M'^ 


r. r. 

I 65.668 81.094 

II 65.730 80.89S 




* j5T 
logh 


8, 

- 19 
6.458 




X' 


- 0.00249 
+ 0.02733 




m 64.496 82.102 




X 


41 48 




Pr 


+ 0.02506 


* Coincidence iS.SQO 




*« 


265 57 




a' 


1.75742 


I r 58'.84 r 


62M8 


«*n (A - 8) 


9.8486 




X' 
afiy 


1.78248 


d II 7 68 .28 7 


67 .60 








Refn 




ni 7 
Mean r 


24.42 7 


24.48 


f 
AherraVn 


1.5296 
+ 23' 


.62 


0.58897 


45'. 61 r 


44'.74 


8' 29'. 63 


(J = - r 46M8 








^ 


IRef.n 


- 0.78 


jiMie. +0.88 
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It is not feasible for me to print all of the details of the observations of each pair 
of stars, but the following Tabulated Results of Observations contain for each obser- 
vation made with the reel between September 21, 1890, and July 11, 1892, the date, 
observer and adopted temperature, the latter derived from a graphical adjustment of 
all the thermometer readings of a given night. There are also given upon each lef 
hand page the adopted value of the instrumental correction K; the distance d de- 
rived from the mean of all the micrometer pointings after correction for differential 
refraction; the value of the refraction, R^ at the instant 2^+5; and the computed 
effect of aberration, A^ upon the distance between the stars. The resulting value of 
the distance 

J = 120^ + -S: + d+12+^ 
is given in the eighth column. The column ^ gives the reduction to 1890.0 for the 
eflfect of proper motion. The columns r, <p {d)^ n, /, J, and B, relate to the discus- 
sion of the observations and are hereafter explained. The column p denotes the 
weight assigned to the observation and v is the residual furnished by the observation 
in the final solution. The quantity D given upon each left hand page is the assumed 
mean value of ^. 



64 



TABCLATBD RESVLTS 



A(l) 



leAQUARII. oOBIONIS. 



Date. 


Obs'r. 


Temp. 


K 


d 


R 


A 


J 






die. 


« 


t B 


1 B 


1 » 


• 


1890. October 20 


C. 


+ 9.4 


+ 0.86 


- 1 18.92 


+ 3 17.45 


- 7.35 


51.53 


21 


F. 


+ 8.3 


+ .86 


• 17.17 


17.90 


7.96 


58.12 


26 


C. 


+ 5.6 


+ .86 


17.69 


19.12 


10.81 


50.97 


November 4 


C. 


+ 2.7 


+ .85 


9.90 


17.24 


15.80 


51.89 


5 


F. 


+ 12.0 


+ .21 


6.66 


14.45 


16.34 


51.66 


10 


C. 


- 5.7 


+ .86 


13.06 


24.02 


18.95 


52.36 


11 


F. 


+ 4.5 


+ .86 


8.43 


19.69 


19.44 


52.17 


13 


C. 


+ 0.8 


+ .86 


9.41 


21.00 


19.95 


51.99 


13 


F. 


+ 11.0 


+ .86 


4.96 


15.43 


20.43 


50.89 


18 


C. 


+ 10.5 


+ .86 


1.81 


16.20 


22.80 


51.94 


19 


F. 


+ 9.2 


+ .86 


3.86 


17.96 


28.26 


51.19 


20 


C. 


+ 8.2 


+ .86 


2.46 


16.99 


23.71 


51.17 


21 


F. 


+ 10.2 


+ .86 


1.61 


18.12 


24.14 


52.72 


23 


F. 


+ 1.3 


+ .85 


2.89 


19.72 


25.00 


52.18 


25 


F. 


- 8.6 


+ .86 


4.67 


23.21 


25.82 


53.07 


27 


F. 


- 5.2 


+ .21 


1 3.08 


23.29 


26.62 


53.80 


December 9 


F. 


- 3.4 


+ .86 


56.04 


18.34 


30.66 


51. r^ 


1891. December 10 


C. 


+ 10.0 


- .08 


54.63 


17.93 


80.87 


52.40 


11 


C. 


+ 8.4 


- .08 


59.80 


22.66 


31.14 


52.19 


12 


C. 


+ 3.5 


- .08 


- 56.72 


+ 8 20.71 


- 81.41 


52.55 
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D = 120^ r 52\00 



M 


r 


<p(d) 


n 


/ 


A 


B 


P 


V 


Date. 


a 




* 


B 


» 






* 




- 0.03 


- 


0.17 


+ 0.03 


+ 0.64 


+ 0.37 


+ 1.85 


- 0.60 


1. 


+ 


0.46 


1890. Oct. 20 


.08 


: 


.16 
.07 












0. 
1. 


+ 


.92 


21 


.03 


+ .03 


+ 1.10 


0.53 


1.79 


0.79 


26 


.08 


- 


.05 


+ .02 


+ 0.17 


0.77 


1.68 


1.07 


1. 




.00 


Nov. 4 


.03 


- 


.09 




+ 0.46 


0.80 


1.67 


1.10 


0.5 


+ 


.29 


5 


.03 


+ 


.02 


+ .02 


- 0.37 


0.93 


1.58 


1.24 


1. 


- 


.54 


10 


.03 


- 


.03 




- 0.11 


0.95 


1.55 


1.27 


0.5 


- 


.27 


• 11 


.03 


- 


.06 


+ .02 


+ 0.02 


0.98 


1.54 


1.30 


1. 


— 


.14 


12 


.03 


: 


.10 
.09 












0. 
1. 






13 


.03 


+ .02 


+ 0.16 


1.11 


1.40 


1.45 


+ 


.01 


18 


.03 


_ _ 


.08 




+ 0.92 


1.18 


1.38 


1.47 


0.5 


+ 


.77 


19 


.03 


— 


.17 


+ .02 


+ 1.01 


1.15 


1.35 


1.50 


1. 


+ 


.86 


20 


.08 


- 


.04 




- 0.65 


1.18 


1.32 


1.52 


0.5 


- 


.80 


21 


.03 


+ 
+ 
+ 
+ 


.01 
.02 




- 0.16 


1.22 


1.28 


1.56 


0.5 
0. 


— 


.31 


23 


03 




25 


03 


.02 












0. 




27 


.03 


.01 


.•-..... 


+ 0.03 


1.50 


0.88 


1.68 


0.5 


— 


.09 


Dec. 9 


.07 


— 


.08 


+ .02 


- 0.27 


1.51 


0.80 


1.89 


1. 


- 


.39 


1891. Dec. 10 


.07 


— 


.06 


+ .02 


- 0.08 


1.53 


0.77 


1.90 


1. 


- 


.20 


11 


- 0.07 


- 


.05 


+ .02 


- 0.46 


+ 1.54 


+ 0.74 


- 1.91 


1. 


— 


.56 


12 
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TABULATED RESULTS 



^ (1). fl Pisciutn. 19 Monocerotis. 



Date. 


Obe'r. 


Temp. 


K 


d 


R 


A 


J 




div. 


* 


1 m 


t 9 


1 • 


» 


1890. Dec. 8 


F. 


- 32.1 


+ 0.35 


- 7 53.56 


+ 3 37.85 


- 17.09 


18.55 


9 


F. 


- 0.6 


+ .35 


- 7 37.40 


17.08 


- 30.08 


19.95 


1891. Sept. 9 


C. 


+ 28.0 


- .03 


- 8 20.93 


13.63 


+ 37.50 


80.17 


10 


C. 


+ 33.8 


- .02 


20.11 


13.54 


37.16 


19.57 


13 


C. 


+ 19.5 


- .03 


19.99 


13.67 


36.10 


19.76 


30 


C. 


+ 38.6 


- .03 


10.69 


7.80 


38.86 


19.95 


31 


C. 


+ 40.0 


- .02 


10.35 


7.10 


33.95 


19.68 


33 


C. 


+ 86.9 


- .02 


- 8 9.43 


7.60 


+ 33.51 


19.66 


• Dec. 11 


c. 


+ 8.8 


- .02 


- 7 40 93 


23.51 


- 30.91 


30.65 


17 


c. 


- 16 


- .02 


44.73 


38.85 


38.63 


30.49 


38 


c. 


- 5.5 


- .03 


- 7 86.30 


+ 8 31.86 


- 36.06 


19.08 



C(l). 



/ Piscium. 28 Hydrae. 







div. 


* 


1 * 


1 » 


/ » 


• 


1891. Sep. 38 


0. 


+ 15.0 


- 0.03 


- 8 45.01 


+ 8 14.93 


+ 80.06 


59.95 


29 


C. 


+ 18.1 


- .03 


45.77 


16.68 


29.87 


60 75 


Oct. 8 


C. 


+ 11.4 


- .03 


44.64 


16.74 


27.78 


60.05 


9 


C. 


+ 9.5 


- .08 


44.19 


17.12 


27.51 


60.89 


11 


C. 


4- 10.7 


- .03 


45.33 


18.38 


26.94 


59.97 


15 


C. 


- 8.0 


- .03 


47.98 


21.94 


25.69 


59!67 


19 


C. 


+ 4.8 


- .08 


43.94 


18.44 


24.88 


59.80 


21 


C. 


+ 2.8 


- .08 


45.28 


20.98 


+ 28.59 


59.81 


1892. Mch. 1 


C. 


- 11.8 


- .03 


- 7 58.19 


26.06 


- 81.81 


58.08 


2 


C. 


- 0.8 1 


- .03 


- 7 50.88 


+ 8 21.12 


- 81.48 


58.78 
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D = ny> 55' 2r.oo 



M 


r 


(p(d) 


n 


/ 


A 


B 


P 


V 


Date. 


+ 0.01 
.01 


* 

+ o.so 


w 


* 








0, 


* 


1890. Dec. 8 


+ 


.15 




+ 


0.89 


+ 0.98 


+ 0.82 


- 1.87 





5 


+ 0.66 


9 


.03 


- 


.41 


+ 1.20 


+ 


.01 


- 1.85 


1.71 


+ 0.75 






- .27 


1891. Sept 9 


.08 


- 


.35 


1.20 


+ 


.55 


1.88 


l.':8 


0.72 






+ .37 


10 


.08 


- 


.24 


1.20 


+ 


.25 


1.28 


1.76 


0.62 






- .08 


18 


.08 


- 


.71 


1.16 


+ 


.57 


1.14 


1.88 


0.40 






+ .29 


20 


.08 


~ 


.81 


1.16 


+ 


.94 


1.12 


1.84 


0.87 






+ .66 


21 


.08 


- 


.68 


1.16 


+ 


.78 


- 1.10 


1.85 


+ 0.88 






+ .50 


22 


.08 


+ 


.05 


1.02 


- 


.75 


+ 1.02 


0.76 


- 1.87 






- .96 


Dec 11 


.08 


+ 


.85 


1.04 


- 


.91 


1.15 


0.56 


1.97 






- 1.20 


17 


+ .08 


+ 


.09 


+ 1.00 


+ 


.80 


+ 1.27 


+ 0.85 


- 2.02 





.5 


+ .61. 


28- 



D = 119^ 54' 60'.50 



9 




« 


» 


» 










« 




- 0.16 


- 


0.15 


+ 1.83 


- 0.47 


- 1.47 


+ 1.89 


+ 0.18 




+ 0.21 


1891. Sept. 28 


- 




— 


.18 


1.88 


- 1.29 


1.46 


1.90 


+ 0.09 




- 1.08 


29 


- 




— 


.10 


1.88 


- 0.62 


1.86 


1.92 


- 0.21 




- .86 


Oct. 8 


- 




— 


.04 


1.82 


- 1.01 


1.85 


1.92 


0.24 




- .75 


9 


- 




- 


.08 


1.88 


- 0.56 


1.82 


1.91 


0.81 




- .80 


11 


- 




+ 


.17 


1.84 


- 0.52 


1.25 


1.90 


0.44 




- .26 


15 


— 




+ 


.05 


1.81 


- 0.50 


1.19 


1.86 


0.56 




- .24 


19 


- . 




+ 


.09 


1.88 


- 0.07 


- 1.15 


+ 1.84 


0.68 




+ .!» 


21 


- . 


21 


+ 


.80 


1.09 


+ 1.29 


+ 1.56 


- 1.62 


1.10 




+ 1.75 


1892. Mar. 1 


- . 


21 


+ 


.12 


1.06 


+ 0.75 


+ 1.54 


- 1.67 


- 1.04 




+ 1.21 


2 



68 



TABXTLATED KISULTB 



2)(1) 



B. D. - 0», 268. t Hydrae. 



Date. 


Obs'r. 


Temp. 


K 

* 


d 


R 


A 


^ 






div. 


1 • 


t » 


1 t 


• 


1890. Oct. 16 


P. 


+ 10.7 


+ 0.86 


- 8 24.52 


+ 8 15.01 


4- 27.88 


18.68 


IB'A. Oct. 8 


C. 


+ 10.6 


- .08 


81.27 


17.16 


29.62 


15.48 


9 


C. 


+ 9.9 


- .03 


28.92 


17.18 


29.41 


17.59 


11 


c. 


+ 10.6 


- .08 


80.62 


18.68 


28.95 


16.88 


15 


c. 


- 8.0 


- .03 


82.21 


22.06 


27.90 


17.71 


19 


c. 


+ 2.8 


- .08 


28.66 


19.45 


26.74 


17.50 


21 


c. 


+ 1.9 


- .03 


- 8 29.74 


+ 3 21.13 


+ 26.10 


17.46 



I. 



a Piscium. a Leonis. 







div. 




• 


1 • 


t * 


/ 


* 


1890. Sep. 21 


C. 


+ 12.6 


+ 0.86 


+ 8 80.08 


+ 8 17.59 


+ 85.04 


28.07 


22 


F. 


+ 28.4 


+ 


.27 


81.89 


13.17 


85.08 


20.86 


28 


C. 


+ 14.1 


+ 


.86 


29.81 


18.15 


35.00 


22.82 


25 


C. 


+ 15.8 


+ 


.27 


82.84 


15.18 


84.98 


22.72 


26 


F. 


+ 5.0 


+ 


.86 


26.11 


21.62 


84.88 


22.97 


27 


C. 


+ 8.1 


+ 


.27 


26.96 


21.26 


84.81 


28.80 


28 


F. 


+ 11.7 


+ 


.86 


26.89 


19.84 


84.78 


21.82 


80 


F. 


+ 17.1 


+ 


.86 


80.41 


15.87 


84.56 


21.20 


Oct 4 


F. 


+ 22.1 


+ 


.86 


84.69 


18.04 


84.08 


22.17 


26 


F. 


- 8.8 


+ 


.44 


28.95 


23.26 


28.68 


21.28 


81 


C. 


+ 2.5 


+ 


.86 


8 87.72 


18.50 


+ 26.77 


23.85 


1891. Mar. 4 


F. 


- 16.1 


- 


.02 


4 29.10 


29.11 


- 83.92 


24.27 


11 


F. 


- 12.8 


- 


.02 


82.44 


25.41 


84.74 


28.09 


1892. Feb. 25 


0. 


+ 5.4 


- 


.02 


85.57 


20.98 


82.54 


28.94 


Mar. 1 


0. 


- 11.6 


- 


.02 


29.64 


27.77 


88.55 


23.84 


2 


C. 


- 0.8 


1 


.02 


+ 4 34.10 


+ 8 22.87 


- 83.78 


38.22 



A peculiarly difficult and unsatisfactory pair to obserre on account of 
the stars and the duplicity of the other, a Piscium, although usually seen 
one mass. 



the brightness of one of 
double, was observed as 



on OB8BBYATION8. 
D = liy> 56' 19'.00 




n 


/ 


A 


B 


P 


V 


* 
+ 0.46 


- 1.86 


+ 1.89 


- 0.47 


0.5 


- 0.09 


+ 2.44 


1.45 


1.92 


0.21 


0.5 


+ 1.89 


+ 0.29 


1.44 


1.91 


0.24 




- .26 


+ 1.03 


1.42 


1.90 


0.81 




+ .48 


- 0.06 


1.87 


1.89 


0.44 




- .61 


+ 0.29 


1.80 


1.86 


0.56 




- .26 


+ 0.28 


- 1.27 


+ 1.85 


- 0.62 




- .27 



Date. 



1890. Oct. 16 

1891. Oct. 8 

9 
11 
15 
19 
21 



D = 120^ r 28'.00 



+ 0.21 
4- .21 
+ .21 
+ .21 



+ 
+ 
+ 
+ 
+ 
+ 



.21 
.21 
.21 
.21 
.22 
.24 



+ .24 

+ .84 

+ .34 

+ .61 

+ .62 



* 


* 


» 










* 


0.24 


- 0.21 


+ 0.17 


- 1.71 


+ 1.84 


+ 0.85 


1. 


+ 0.26 


.26 












0. 
1. 


+ .58 


.24 


.21 


+ 0.42 


1.71 


1.86 


0.81 


.28 


.22 


+ 0.57 


1.71 


1.88 


0.23 


0.5 


+ .66 


.22 




+ 0.04 
- 0.16 


1.71 


1.88 


0.19 


0.5 


+ .13 
- .07 


.15 


.20 


1.70 


1.89 


+ 0.16 


0.5 


.17 












0. 

0. 

0.5 

0. 

1.0 


+ .92 


.2^ 












.22 




+ 0.88 


1.66 


1.91 


- 0.08 


.16 




.15 


.22 


- 0.22 


- 1.81 


+ 1.78 


0.94 


- .80 


.10 




- 1.51 


+ 1.66 


- 1.69 


1.00 


0.5 


- 1.22 


.15 




- 0.28 


1.70 


1.85 


0.78 


0.5 


+ .02 


.18 


.86 


- 1.06 


1.69 


1.61 


1.22 


0.5 


- .78 


.11 


.85 


- 1.00 


1.64 


1.62 


1.10 


1. 


- .71 


.14 


- 0.36 


- 0.04 


+ 1.65 


-1.64 


- 1.04 


1. 


+ .25 



1890. Sept 21 

22 
28 
25 
26 
27 
28 
80 
Oct. 4 
26 
81 

1891. Mar. 4 

11 

1892. Feb. 25 
Mar. 1 

2 



The weights above given are assigned upon the customary scale, but in view of the peculiar 
difficulties of observation presented by this pair, they have been multiplied by the factor f in the 
fcnrmation of the equations. 
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TABITLATSD BBSULTS 



II. 



rCetL 



ZLeonis 



Date. 


Obe'r. 


Temp. 


K 


d 


R 


A 


^ 






div. 




» 


t w 


1 * 


t 9 


* 


1890. Oct 16 


F. 


+ 10.0 


+ 0.86 


+ 5 11.26 


+ 3 16.99 


+ 38.80 


(2.41) 


20 


F. 


+ 6.1 


+ 


.44 


9.40 


20.51 


88.09 


(8.44) 


80 


F. 


- 2.6 


+ 


.86 


10.65 


28.92 


80.64 


4.57 


81 


C. 


+ 8.2 


+ 


.86 


16.81 


18.06 


80.84 


5.07 


Nov. 4 


F. 


+ 8.8 


+ 


.36 


17.42 


17.94 


29.05 


4.77 


11 


C. 


+ 0.7 


+ 


.86 


5 15.84 


28.47 


+ 26.45 


5.12 


1801. Mar .10 


C. 


+ 7.1 


- 


.02 


6 20.89 


17.28 


- 88.11 


4.54 


11 


F. 


- 14.8 


- 


.02 


10.70 


26.81 


88.80 


(3.69; 


14 


C. 


- 25.4 


- 


.02 


6.81 


82.91 


83.81 


5.39 


15 


C. 


+ 8.5 


- 


.02 


6 19.86 


19.45 


- 83.96 


5.38 


Oct 8 


c. 


+ 9.8 


- 


.02 


5 10.86 


19.20 


+ 84.74 


4.28 


9 


0. 


+ 10.7 


- 


.02 


12.88 


18.89 


84.67 


5.42 


11 


c. 


+ 9.9 


- 


.02 


9.15 


20.37 


84.48 


(8.98)a 


15 


c. 


- 8.5 


- 


.02 


7.00 


23.80 


88.99 


4.76 


19 


c. 


+ 1.9 


- 


.02 


11.86 


21.14 


88.83 


5.81 


21 


0. 


+ 1.5 


- 


.02 


8.70 


22.84 


32.95 


4.47 


28 


0. 


+ 7.7 


- 


.02 


15.86 


18.56 


31.28 


5.68 


Kov. 1 


c. 


- 5.4 


- 


.02 


5 8.41 


26.65 


+ 80.11 


5.05 


1892. Feb.25 


c. 


+ 7.1 


- 


.02 


6 14.99 


20.41 


- 29.68 


5.78 


Mar. 1 


c. 


- 12.4 


- 


.02 


8.57 


28.12 


81.15 


5.52 


2 


c. 


- 1.6 


- 


.02 


14.40 


28.28 


81.42 


6.24 


8 


c. 


+ 8.8 


— 


.02 


28.67 


14.40 


82.85 


5.20 


11 


0. 


- 0.8 


- 


.02 


19.50 


20.19 


88.48 


6.24 


14 


c. 


- 14.9 


- 


.02 


9.49 


29.92 


38.92 


5.47 


15 


0. 


- 18.0 


- 


.02 


+ 6 8.67 


+ 8 80.71 


- 84.06 


5.30 



(a), y Ceti at times distinctly double. Reject. 



OF OBSSSYATIOMS. 
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D = 120^ 9' 4'.50. 



^ 


r 


<P(d) 


n 


/ 


A 


B 


P 


V 


Date. 


* 


* 


» 


« 












~ 0.15 


- 0.17 
.22 
.20 












0. 
0. 
0.5 






1890. Oct. 16 


.15 






+ 1.74 


- 0.91 




20 


.16 




+ 0.29 


- 1.50 


- 0.05 


80 


.16 


.18 


- 0.48 


+ 0.25 


1.49 


1.73 


0.94 


1. 


- 


.09 


81 


.16 


.15 




+ 0.04 


1.42 


1.68 


1.07 


0.5 


_ 


.80 


Nov. 4 


.16 


.15 


.47 


+ 0.16 


- 1.29 


+ 1.55 


1.27 


1. 


- 


.17 


11 


.23 


.15 


.70 


+ 1.01 


+ 1.62 


- 1.83 


0.81 


0.5 


+ 


.85 


1891. Mar. 10 


.32 


.22 
.16 




1 








0. 
1. 


_ 


.08 


11 


.22 


.64 


+ 0.13 


1.65 


1.89 


0.67 


14 


.22 


.12 


.70 


+ 0.21 


+ 1.66 


- 1.90 


0.62 


1. 


+ 


.06 


15 


.83 


.21 


.46 


+ 1.22 


- 1.70 


+ 1.93 


0.21 


1. 


+ 


.86 


Oct. 8 


.88 


.17 


.46 


+ 0.04 


1.69 


1.91 


0.24 


1. 


- 


.82 


9 


.88 


.24 
.17 


.46 
.45 










0. 
1. 






11 


.88 


+ 0.69 


1.66 


1.87 


0.44 


+ 


.88 


15 


.84 


.16 


.46 


- 0.35 


1.68 


1.86 


0.54 


1. 


- 


,71 


19 


.84 


.17 


.45 


+ 0.99 


1.61 


1.84 


0.62 


1. 


+ 


.68 


21 


.84 


.15 


.47 


- 0.22 


1.53 


1.77 


0.85 


1. 


- 


.57 


28 


.84 


.15 


.45 


+ 0.39 


- 1.48 


+ 1.72 


97 


1. 


+ 


.04 


Nov. 1 


.40 


.15 


.68 


0.00 


+ 1.45 


- 1.50 


1.26 


1. 


- 


.17 


1892. Feb. 25 


.40 


.17 


.65 


+ 0.20 


1.53 


1.62 


I.IO 


1. 


+ 


.04 


Mar. 1 


.40 


.18 


.68 


- 0.48 


1.54 


1 64 


1.07 


1. 


- 


.64 


2 


.40 


.17 


.71 


+ 0.58 


1.60 


1.78 


0.88 


1. 


+ 


.42 


8 


.40 


.16 


.70 


- 0.48 


1.63 


1.85 


0.78 


0.5 


- 


.63 


11 


.41 


.17 


.66 


+ 0.27 


1.66 


1.89 


0.67 


1. 


+ 


.12 


14 


.41 


.14 


.65 


+ 0.40 


+ 1.66 


- 1.90 


- 0.63 


1. 


+ 


.25 


15 



The duplication of y Ceti was subsequently traced to the influence of a scratch upon the field 
lens of the eye piece. 
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TABULATED RESULTS 
III, 82 Eridani. 96 Leonis. 



Date. 


Obe'r. 


Temp. 


K 


d 


R 


A 


J 






div. 


* 


1 » 


1 w 




1 9 


« 


1890. Nov.ll 


C. 


- 0.8 


+ 0.86 


- 4 51.59 


+ 8 22.16 


+ 81.76 


2.69 


18 


C. 


+ 2.9 


+ .86 


49.50 


19.87 




81.22 


1.45 


19 


C. 


+ 8.4 


+ .86 


47.98 


20.28 




29.87 


2.08 


21 


C. 


+ 8.0 


+ .86 


49.78 


22.13 




28.68 


1.44 


26 


F. 


- 2.1 


+ .86 


47.52 


22.16 


+ 


26.80 


1.80 


1891. Mar.U 


C. 


- 27.0 


- .02 


- 8 60.70 


82.72 


- 


30.10 


1.90 


15 


C. 


+ 1.6 


- .02 


8 47.46 


19.64 


- 


80.41 


1.75 


Oct. 9 


C. 


+ 10.8 


- .02 


- 4 5').02 


17.86 


+ 


34.68 


2.50 


11 


C. 


+ 9^.5 


- .02 


4 52.98 


19.82 


+ 


34.95 


1.77 


1892. Mar.14 


C. 


- 15.1 


" .02 


- 8 56.98 


29.24 


— 


80.82 


1.97 


16 


C. 


- 19.0 


- .02 


58.83 


80.40 




30.62 


1.43 


20 


C. 


- 12.6 


- .02 


53.80 


27.85 




81.97 


2.06 


28 


C. 


- 1.8 


~ .02 


46.26 


21.47 




82.67 


2.52 


24 


C. 


+ 11.1 


- 02 


40.69 


16.59 




32.89 


2.99 


25 


C. 


+ 12.1 


- .02 

1 


- 3 88.22 


+ 8 15.01 


- 


83.09 


8.68 

1 



^7(1) aOti. i>» Leonis. 







div. 




t 


/ » 


1 B 




/ * 


n 


1890. Nov.27 


C. 


- 7.2 


+ 0.85 


- 5 14.97 


+ 3 23.88 


+ 20.90 


80.11(a) 


1891. Mar. 10 


C. 


+ 5.2 


- 


.02 


4 11.81 


16.88 


- 


80.02 


85.08(6) 


28 


c. 


+ 1.7 


— 


.02 


4 16.47 


20.69 


- 


82.88 


81.82 


Oct. 15 


c. 


- 8.7 


— 


.02 


5 23.91 


22.78 


+ 


32.82 


31.67 


19 


c. 


+ 0.1 


- 


.02 


5 18.90 


20.71 


+ 


82.43 


84.22(c) 


21 


c. 


+ 0.6 


- 


.02 


5 20.52 


22.15 


+ 


32.18 


88.79 


28 


c. 


+ 8.6 


- 


.02 


5 15.78 


17.07 


+ 


81.00 


32.32 


1892. Mar. 1 


c. 


- 18.5 


- 


.02 


4 26.99 


27.28 


- 


27.71 


83.56 


8 


c. 


+ 8.7 


- 


.02 


4 11.20 


13.80 


- 


29.70 


82.88 


11 


c. 


- 0.2 


- 


.02 


- 4 15.09 


+ 8 18.90 


- 


80.42 


88.87 



(a) Micrometer index loose and there is some doubt about the setting of the position circle on 
this night, (&) Defective observation, (c) a Ceti seen triole. See note to y Ceti— { Leonis. 



or OBSEBYATIONS. 
D = 119' 59' 2'.50. 
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^ 


r 


<P{d) 


n 


/ 


A 


B 


P 


V 


Date. 


• 

+ 0.03 


* 
+ 0.04 


+ 0.40 


- 0.66 


- 1.55 


+ 1.55 


- 1.27 






0.79 


1890. Nov. 11 


.03 


- 


.01 


.40 


+ 0.63 


1.53 


1.51 


1.32 






+ 


.51 


18 


.03 


+ 


.00 


.40 


- 0.01 


1.44 


1.38 


1.47 






- 


.12 


19 


.03 


+ 


.a's 


.40 


+ 0.58 


1.40 


1.33 


1.52 






+ 


.47 


21 


.03 


+ 


08 




+ 0.59 
- 0.04 


- 1.31 


+ 1.20 
- 1.89 


1.63 




5 


+ 


49 


26 


.04 


+ 


.32 


.28 


+ 1.47 


0.67 






.09 


1891. Mar. 14 


.04 


+ 


.05 


.25 


+ 0.41 


+ 1.49 


- 1.90 


0.64 






+ 


.46 


15 


.06 


— 


.08 


.40 


- 0.88 


- 1.69 


4- 1.91 


0.24 






- 


.83 


Oct. 9 


.06 


- 


.11 


.41 


+ 37 


- 1.71 


+ 1.90 


0.31 






+ 


.43 


11 


.08 


+ 


.22 


.28 


- 0.05 


+ 1.49 


- 1.89 


0.67 






- 


.21 


1892. Mar. 14 


.08 


+ 


.25 


.28 


+ 0.46 


1.50 


1.90 


0.64 






+ 


.80 


15 


.08 


+ 


.18 


.27 


- 0.09 


1.56 


1.96 


0.44 






- 


.26 


20 


.08 


+ 


.04 


.25 


- 0.89 


1.59 


1.98 


0.84 






- 


.56 


23 


.08 




.12 


.23 


- 0.68 


+ 1.60 


- 1.98 


- 0.30 






- 


.85 


24 


+ .08 




.12 


+ .23 


















25 






















D = 119* 58' 33V50 



• 




« 




« 


. 












• 




— 04 


4- 0.1ft 


4- 0.47 ' 










0. 






1890. Nov. 27 


.05 




.02 




.30 


- 1.76 


+ 1.47 


- 1.83 


- 0.81 


0.5 


— 


2.04 


1891. Mar. 10 


.05 


+ 


.03 




.32 


+ 1.38 


+ 1.58 


- 1.98 


0.34 


1. 


+ 


1.11 


28 


.08 


+ 


.08 




.50 


+ 1.83 


- 1.60 


+ 1.89 


0.44 


1. 


+ 


.86 


Oct. 15 


.08 


+ 


.04 




.48 


- 1.16 


- 1.58 


+ 1.86 


0.56 


0.5 


- 


1.63 


19 


.08 


+ 


.04 




.49 


- 0.74 


- 1.57 


+ 1.84 


0.62 


1. 


- 


1.21 


21 


.08 


— 


.04 




.48 


+ 0.82 


- 1.52 


+ 1.77 


0.85 


1. 


+ 


.35 


28 


.10 


+ 


.18 




.34 


+ 0.52 


+ 1.36 


- 1.62 


1.10 


1. 


+ 


.23 


1892. Mar. 1 


.10 


- 


.07 




.30 


+ 0.99 


+ 1.46 


- 1.79 


0.88 


1. 


+ 


.71 


8 


- .10 


+ 


.06 


+ 


.32 


- 0.15 


+ 1.63 - 1.85 


- 0.78 


0.5 


- 


.43 


11 
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TABULATED EEflULTB 



^(1) 



10 Tami. v Leonis. 



Date. 



1890. Oct 16 

80 
Nov. 4 
10 
11 
13 
13 
18 
19 
20 
21 

1891. Mar 14 

15 

Oct. 21 

28 

1892. Mar.U 

14 
15 
20 
23 
24 
25 
27 
28 



Obe'r. 



Temp. 



F. 
F. 
F. 
F. 
C. 
F. 
C. 
F. 
C. 
F. 
C. 
0. 
C. 
C. 
C. 
C. 
C. 
C. 
C. 
C. 
0. 
C. 
C. 
0. 



div, 
+ 9.4 

- 8.9 
+ 4.6 

- 6.1 

- 1.0 

- 8.5 
+ 2.9 
+ 3.1 
+ 2.4 
+ 7.9 
+ 2.6 
-28.8 
+ 0.7 
+ 0.4 
+ 9.2 

0.0 
-15.8 
-19.7 
-12.9 

- 1.7 
+ 9.8 
+11.8 
+10.7 
+11.8 



+0.48 
+ .85 
+ .85 
+ .35 
+ .22 
+ .35 
+ .35 
+ .85 
+ .35 
+ .35 
+ .85 

- .02 

- .02 

- .02 

- .02 

- .02 

- .02 

- .02 

- .02 

- .02 

- .02 

- .02 

- .02 

- .02 



R 



-2 


57.86 


+8 16.29 




64.01 


22.56 




65.41 


16.25 




63.28 


24.39 




60.89 


22.05 




61.51 


22.12 




57.59 


19.00 




54.68 


19.88 




56.60 


20.19 




53.30 


17.07 


2 


57.46 


21.90 


1 


72.60 


32.78 


1 


58.85 


19.71 


2 


63.48 


22.27 


2 


57.72 


16.85 


1 


58.15 


18.78 




68.42 


28.97 




69.52 


80.82 




65.66 


27.62 




59.46 


21.29 




52.98 


16.77 




50.88 


14.92 




52.73 


16.69 


-1 


58.80 


+3 17.63 



+0 82.91 
82.02 
81.24 
29.98 
29.75 
29.49 
29.28 
27.79 
27.48 
27.15 



+ 



+ 
+ 



28.86 
28.66 
82.83 



- 27.69 
28.58 
28.85 
80.12 
80.76 
80.96 
31.15 
31.49 

-0 81.65 



51.82 
50.92 
52.43 
51.44 
51.68 
50.45 
60.99 
[53.34] 
51.42 
61.27 
51.61 
51.80 
52.18 
51.59 
51.40 
52.92 
51.97 
51.98 
51.82 
51.05 
52.81 
52.87 
52.46 
52.15 



OF OBSERVATIONS. 
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D=zl20^ 0' 51'.50 



M 


r 


ip{d) 


n 


/ 


A 


B 


P 


V 


Date. 


m 

-0.16 


• 
-0.10 


m 


-0.06 


-1.61 


+1.89 


-0.47 


0.25 


-0.08 


1890. Oct. 16 


.17 


.00 




+0.68 


1.56 


1.74 


0.92 





5 


+ .66 


30 


.17 


- .02 
+ .06 




-0.74 
+0.18 


1.58 
1.47 


1.68 
1.57 


1.07 
1.24 






5 
5 


- .75 

+ .18 


Nov. 4 


.18 




10 


.18 


+ .02 


+0.16 


-0.13 


1.46 


1.55 


1.26 






- .18 


11 


.18 


- .01 

- .04 




+1.24 
+0.57 


1.44 
1.43 


1.53 
1.51 


1.29 
1.32 




5 


+1.25 
+ .58 


12 


.18 


.16 


18 


.18 


- .08 

- .08 


















18 


.18 


.16 


+0.18 


1.84 


1.38 


1.47 


+ .14 


19 


.18 


- .16 
+ ,02 




+0.57 
-0.10 


1.88 
-1.31 


1.85 
+1.83 


1.50 
1.52 




5 


+ .58 
- .09 


20 


.18 


.15 


21 


.25 


+ .28 


.08 


-0.86 


+1.39 


-1.89 


0.67 






- .18 


1891. Mar. 14 


.26 


+ .08 


.07 


-0.58 


+1.40 


-1.90 


0.64 






- 85 


15 


.38 


- .01 


.16 


+0.14 


-1.60 


+1.84 


0.62 






+ .12 


Oct 21 


.88 


- .11 


.16 


+0.48 


-1.54 


+1.77 


0.85 






+ .41 


28 


.46 


.00 


.07 


-1.08 


+1.85 


-1.85 


0.78 






- .85 


1892. Mar. 11 


.46 


+ .16 


.08 


-0.25 


1.40 


1.89 


0.68 






- .07 


14 


.46 


+ .!» 


.08 


-0.24 


1.41 


1.90 


0.64 






- .06 


15 


.46 


+ .18 


.08 


-0.07 


1.48 


1.96 


0.45 






+ .11 


20 


.46 


+ .01 


.07 


+0.83 


1.51 


1.98 


0.84 






+ 1.01 


28 


.47 


- .11 


.06 


-0.79 


1.52 


1.99 


0.31 






- .61 


24 


.47 


- .14 


.06 


-0.82 


1.58 


1.99 


0.26 






- .64 


25 


.47 


- .07 


.06 


-0.48 


1.54 


1.99 


0.18 






- .30 


27 


-0.47 


-0.08 


+0.06 


-0.16 


+1.55 


-2 00 


-0.14 






+ .02 


28 
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TABULATED RESULTS 



IV, /£ Tauri. c Virginia. 



Date. 


Obs'r. 


Temp. 


K 

* 


d 


R 


A 


A 






div. 


1 a 


t » 


1 » 


* 


1890. Nov.12 


F. 


- 2.9 


+0.36 


+4 49.00 


+3 22.72 


+0 33.43 


45.51 


18 


F. 


+ 2.2 


+ .36 


50.39 


21.26 


32.08 


44.09 


19 


C. 


+ 25 


+ .36 


51.27 


21.09 


31.83 


44.55 


20 


F. 


+ 6.8 


+ .86 


55.92 


18.45 


31.56 


46.29 


21 


C. 


+ 1.0 


+ .36 


48.59 


28.60 


31.28 


43.88 


26 


F. . 


- 8.1 


+ .86 


52.09 


23.28 


29.74 


45.47 


27 


C. 


- 7.5 


'+ .86 


49.88 


24.98 


29.41 


44.63 


Dec.14 


F. 


- 9.5 


+ .26 


4 58.28 


26.23 


+ 22.38 


47.15 


1891. Mar.15 


C. 


- 1.0 


- .02 


5 50.43 


21.51 


- 27.87 


44.05 


Apr.16 


C. 


- 2.8 


- .02 


5 56.36 


22.77 


- 33.83 


45.28 


Oct. 38 


C. 


+10.0 


- .02 


4 52.07 


17.61 


+ 85.13 


44.79 


Nov. 11 


C. 


- 1.5 


- .02 


4 48.08 


23.14 


+ 83.66 


43.86 


1892. Mar. 8 


C. 


+ 5.8 


- .02 


5 55.03 


15.36 


- 25.87 


45.00 


11 


C. 


+ 1.4 


- .02 


52.07 


19.16 


26.61 


44.60 


15 


C. 


-20.8 


- .02 


41.18 


31.91 


28.13 


44.94 


20 


C. 


-14.8 


- .02 


45.81 


29.27 


29.85 


46.21 


23 


C. 


- 2.6 


- .02 


52.37 


22.75 


80.78 


44.82 


24 


C. 


+ 8.0 


- .02 


57.86 


18.27 


81.07 


45.04 


25 


C. 


+ 9.2 


- .02 


59.84 


16.76 


81.35 


45.23 


27 


C. 


+ 9.6 


- .02 


57.99 


18.22 


31.88 


44.81 


28 


C. 


+ 9.8 


- .02 


57.45 


19.34 


32.18 


44.64 


Apr. 2 


C. 


+19.0 


- .02 


64.76 


13.61 


88.24 


46.11 


4 


C. 


+82.6 


- .02 


72.19 


5.41 


83.61 


(a) 48.97 


7 


C. 


+19.6 


-0.02 


+5 65.49 


+3 13.44 


-0 34.08 


44.88 



(a) Observed at the center of a barometric ** Low." Pressure 28.30 inches. Very bad seeing. 
Reject. 



OF OBSERVATIONS. 
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D=120*^ 8' 44'.50 



M 


r 


<p{d) 


n 


/ 


A 


B 


P 


V 


Date. 


m 


• 


w 


* 










• 




+0.23 


-0.15 
.16 












0. 
5 


+0.27 
+ .20 


1890. Nov. 12 


.24 




+0.38 


-1.56 


+1.40 
1.38 


— 1.45 


18 


.24 


.15 


-0.40 


+0.26 


1.55 


1.47 


1. 


19 


.24 


.13 
.11 












0. 
1. 


+ .88 


20 


.24 


.40 


+0.94 


1.58 


1.38 


1.52 


21 


.24 


.18 












0. 




26 


.24 


.13 


.40 


+0.16 


-1.44 


+1.17 


1.65 


1. 


+ .11 


27 


.25 


.12 
.12 












' 0. 
1. 


+ .94 


Dec 14 


.82 


.59 


+0.84 


+1.86 


-1.90 


-0.63 


1891. Mar. 15 


.84 


.16 


.61 


-0.36 


+1.65 


-1.98 


+0.12 


1. 


- .25 


Apr. 6 


.49 


.18 


.41 


-0.19 


-1.72 


+1.77 


-0.85 


1. 


- .27 


Oct. 28 


.50 


.17 


.40 


+0.71 


-1.64 


+1.55 


1.26 


1. 


+ .64 


Nov. 11 


.59 


.16 


.61 


-0.82 


+1.24 


-1.79 


0.88 


1. 


- .22 


1892. Mar. 8 


.59 


.14 


.60 


+0.05 


1.30 


1.85 


0.78 


1. 


+ .15 


11 


.59 


.12 


.56 


-0.85 


1.88 


1.90 


0.63 


1. 


- .25 


15 


.00 


.18 


.58 


-0.60 


1.47 


1.96 


0.45 


1. 


- .50 


20 


.60 


.15 


.60 


+0.88 


1.51 


1.98 


0.34 


1. 


+ .43 


23 


.60 


.20 


.61 


-0.38 


1.52 


1.98 


0.31 


1. 


- .28 


24 


.60 


.20 


.62 


-0.51 


1.53 


1.98 


0.26 


1. 


- .41 


25 


.60 


.14 


.61 


+0.84 


1.56 


1.99 


0.18 


1. 


+ .44 


27 


.60 


.14 


.61 


+0.01 


1.56 


2.00 


-0.14 


1. 


+ .12 


23 


.61 


.20 


.63 


-0.89 


1.62 


2.00 


+0.02 


1. 


- .28 


Apr. 2 


.61 


.25 


.67 










0. 





4 


+0.61 


-0.15 


-0.63 


-0.16 


+1.66 


-1.98 


+0.18 


1. 


- .06 


7 
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TABULArEB EfiBULTS 



It* Ononis, d Virginis. 



Date. 


Obe'r. 


Temp. 


K 


d 


R 


A 


A 






div. 


• 


1 • 


t « 


t • 


• 


1890. Nov. 4 


F. 


+ 8.8 


+0.86 


+1 49.46 


+3 16.96 


+0 84.77 


41.55 


10 


F. 


- 7.4 


.86 


42.66 


25.58 


34.57 


43.17 


11 


C. 


- 2.8 


.36 


45.18 


23.24 


84.49 


43.27 


12 


F. 


- 2.1 


.86 


47.34 


21.94 


34.42 


44.06 


13 


C. 


+ 2.9 


.36 


48.19 


19.78 


34.32 


42.65 


18 


F. 


+ 2.1 


.24 


46.92 


20.89 


83.71 


41.76 


19 


C. 


+ 2.2 


.86 


48.89 


20.78 


83.56 


43.04 


21 


C. 


- 0.1 


.86 


46.97 


23.65 


88.21 


48.19 


27 


C. 


- 7.5 


.86 


46.58 


24.49 


31.94 


43.87 


Dec. 14 


F. 


- 9.9 


+ .86 


1 51.53 


25.91 


+ 26.45 


44.25 


1891. Apr. 4 


C. 


- 6.0 


- .02 


2 50.28 


24.19 


- 80.73 


43.72 


6 


C. 


- 2.7 


.02 


52.52 


22.57 


81.26 


48.81 


7 


F. 


4- 8.8 


.02 


54.62 


20.64 


81.51 


48.73 


12 


C. 


+22.4 


.02 


2 63.82 


12.68 


- 32.65 


48.83 


Nov.U 


C. 


- 2.5 


.02 


1 46.91 


22.19 


+ 84.62 


43.69 


28 


C. 


-35.7 


.02 


1 83.14 


37.86 


+ 81.76 


42.74 


1892. MAr.27 


C. 


+ 9.0 


.02 


2 53.82 


18.08 


- 28.46 


48.42 


28 


C. 


+ 6.7 


.02 


52.50 


19.87 


28.79 


43.56 


Apr. 2 


C. 


+16.7 


.02 


59. 5t 


14.06 


80.86 


43.19 


7 


C. 


+ 8.9 


.02 


61.16 


13.34 


81.70 


42.78 


9 


C. 


- 0.1 


.02 


52.68 


21.66 


82.17 


42.16 


10 


C. 


+ 2.6 


.02 


54.15 


20.79 


82.39 


42.63 


14 


C. 


+10.4 


.02 


58.37 


17.95 


88.17 


43.18 


15 


0. 


+15.8 


-0.02 


+2 61.04 


+8 15.69 


-0 83.34 


48.87 



or OBflXBYATIONS. 
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D=120^ 5' •44'.00. 



M 


r 


(p(d) 


n 


/ 


A 


B 


P 


V 


Date. 


+0.41 
.42 


-0.08 


m 


V 








0. 


* 


1890. Nov. 4 
10 


.08 


....... . 


+0.49 


-1.69 


+1.67 


-1.25 


0.6 


+0.19 


.42 


.08 


-0.06 


+0.46 


1.68 


1.56 


1.28 


1. 


+ .16 


11 


.42 


.08 




-0.40 


1.68 


1.58 


1.80 


0.5 


- .70 


12 


.42 


.11 


.06 


+1.10 


1.68 


1.61 


1.82 


1. 


+ .81 


18 


.43 


.10 
.10 












0. 
1. 




18 
19 


.48 


.06 


+0.69 


1.64 


1.88 


1.47 


+ .41 


.48 


.06 


.06 


+0.49 


1.64 


1.88 


1.62 


1. 


+ .21 


21 


.44 


.05 


.06 


+0.80 


-1.66 


+1.17 


-1.66 


1. 


+ .08 


27 


.46 


.06 
.07 












0. 
1. 




Deo 14 


.62 


.14 


-0.18 


+1.60 


-1.99 


+0.09 


- .26 


1891. Apr. 4 


.62 


.10 


.14 


-0.19 


1.68 


1.98 


0.16 


1. 


- .82 


6 


.62 


.09 
.27 




-0.26 
-0.08 


1.64 
+1.69 


1.98 
-1.95 


0.18 
+0.34 


1. 
1. 


- .89 

- .16 


7 


.68 


.16 


12 


.91 


- .10 


.06 


-0.84 


-1.69 


+1.65 


-1.26 


1. 


- .64 


Nov. 11 


.98 


+ .01 


.04 


+0.86 


-1.66 


+1.14 


1.67 


1. 


+ .09 


28 


1.10 


- .11 


.16 


-0.26 


+1.89 


-1.99 


0.19 


1. 


- .88 


1892. Mar. 27 


1.10 


.10 


.16 


-0.41 


1.41 


1.99 


-0.14 


1. 


- .68 


28 


1.11 


.20 


.16 


+0.06 


1.49 


2.00 


+0.02 


1. 


- .06 


Apr. 2 


1.11 


.14 


.16 


+0.41 


1.66 


1.98 


0.18 


1. 


+ .28 


7 


1.11 


.10 


.16 


+0.99 


1.67 


1.97 


0.26 


1. 


+ .86 


9 


1.11 


.10 


.15 


+0.61 


1.68 


1.97 


0.28 


1. 


+ .48 


10 


1.12 


.18 


.16 


+0.09 


1.62 


1.98 


0.41 


0.6 


- .04 


14 


+1.13 


-0.15 


-0.16 


-0.18 


+1.68 


-1.93 


+0,44 


1. 


-0.81 


15 



M 



TABULATED BISULTS 



A [2) o Ononis. B. D. + 2^, 2664. 



Date. 


Obe'r. 


Temp. 


K 


d 


R 


A 


A 






div. 


« 


1 • 


t a 


t a 


m 


1891. Iiar.l5 


C. 


- 3.6 


-0.02 


-4 22.51 


+3 21.63 


-0 19.58 


89.52 


Apr. 6 


C. 


- 8.0 


.02 


4 13.85 


22.06 


- 28.69 


40.00 


Nov.28 


C. 


-86.7 


.02 


5 31.73 


37.66 


+ 83.12 


89.03 


29 


C. 


-26.8 


.02 


24.94 


32.34 


32.95 


40.33 


Dec. 1 


C. 


+ 1.1 


.02 


10.64 


18.38 


82.57 


40.29 


11 


C. 


- 8.9 


.02 


5 14.58 


24.75 


+ 30.05 . 


40.20 


1892. Mar.l8 


C. 


-19.8 


.02 


4 32.48 


80.71 


- 18.95 


39.26 


15 


C. 


-22.0 


.02 


82.64 


81.35 


19.94 


38.75 


20 


C. 


-15.0 


.02 


27.79 


28.50 


22.29 


88.40 


23 


C. 


- 8.1 


.02 


17.85 


21.94 


28.62 


40.45 


24 


C. 


+ 7.4 


.02 


12.85 


17.51 


24.05 


40.59 


25 


C. 


+ 8.5 


.02 


11.84 


16.00 


24 47 


89.67 


27 


C. 


+ 8.5* 


.02 


11.89 


17.67 


25.30 


40.46 


28 


C. 


+ 5.5 


.02 


18.53 


19.67 


25.70 


40.42 


Apr. 2 


C. 


+16.1 


.02 


5.08 


13.63 


27.57 


40.96 


7 


C. 


+18.8 


.02 


5.02 


12.99 


29.25 


88.70 


9 


c. 


- 0.4 


-0.02 


-4 11.08 


+8 21.13 


-0 29.85 


40.18 



OF OBBI&YATIONB. 



81 



D = 119« SS* 40'.00 



/* 


r 


9>(d) 


n 


/ 


A 


B 


J> 


V 


Date. 


• 

+0.11 


• 
+0.10 


• 

+0.88 


• 
-0.06 


+0.96 


-1.90 


-0.64 




+0.82 


1891. Mar. 15 






+ .16 


.81 


-0.57 


+1.40 


-1.99 


+0.16 






- .10 


Apr. 6 






+ .87 


.52 


-0.09 


-1.62 


+1.14 


-1.67 






+ .88 


Nov.28 






+ .80 


.50 


-1.80 


1.61 


1.12 


1.69 






- .98 


29 






- .02 


.46 


-0.90 


1.59 


1.06 


1.78 




5 


- .57 


Dec. 1 






+ .09 


.47 


-0.98 


-1.47 


+0.76 


1.90 






- .59 


11 




.20 


+ .26 


.86 


-0.07 


+0.98 


-1.87 


0.71 






+ .40 


1892. Mar. 18 




.20 


+ .87 


.86 


+0.42 


0.98 


1.90 


0.64 






+ .90 


15 




20 


+ .90 


.84 


+0.86 


1.09 


1.96 


0.45 






+1.84 


20 




20 


+ .06 


.82 


-1.08 


1.15 


1.98 


0.84 






- .55 


28 




.20 


- .00 


.61 


-1.01 


1.17 


1.99 


0.80 






- .58 


24 




20 


- .10 


.81 


-0.18 


1.19 


1.99 


0.26 






+ .80 


25 




.20 


- .04 


.81 


-0.98 


1.28 


2.00 


0.18 






- .46 


27 




.20 


- .01 


.81 


-0.92 


1.25 


2.00 


-0.14 






- .45 


28 




.20 


- .90 


.29 


-1.25 


1.85 


2.00 


+0.02 






- ,88 


Apr. 2 




20 


- .14 


.29 


+0.95 


1.48 


1.98 


0.18 






+1.42 


7 


H-^ao 


+0.08 


+0.80 


-0.71 


+1.46 


-1.97 


+0.25 






- .25 


9 



82 



TABULATED RESULTS 



VI. 5 Can. Maj. e BootiB. 



Date. 


Obs'r. 


Temp. 


K 


d 


R 


A 


J 






div. 


t t 


1 a 


1 • 


• 


1890. Nov.lO 


F. 


- 7.9 


+0.86 


-5 16.05 


+8 25.48 


+0 84.80 


44.09 


11 


C. 


- 2.6 


+ .86 


14.44 


23.15 


84.48 


48.50 


13 


F. 


- 1.4 1 


+ .86 


12.12 


21.81 


84.56 


44.11 


18 


F. 


+ 2.1 


+ .86 


11.90 


20.59 


85.18 


44.18 


19 


C. 


+ 2.5 


+ .86 


11.40 


20.26 


35.18 


44 40 


31 


C. 


+ 0.8 


+ .86 


14.88 


28.24 


85.36 


48.96 


37 


C. 


- 7.5 


+ .86 


5 16.91 


24.12 


+ 85.34 


43.81 


1891. Apr. 4 


C. 


- 5.0 


- .03 


8 76.45 


28.88 


- 38.73 


43.69 


7 


F. 


+ 1.9 


- .03 


71.04 


20.99 


35.08 


44.90 


13 


C. 


+21.8* 


- .03 


61.58 


12.78 


37.06 


44.07 


15 


F. 


+18.0 


- .03 


64.26 


16.90 


38.19 


44.48 


18 


C. 


+22.2 


- .03 


59.85 


12.86 


39.38 


48.76 


19 


F. 


+18.0 


- .03 


59.19 


12.72 


39.56 


48.95 


38 


C. 


+34.3 


- .03 


55.65 


11.00 


80.80 


44.58 


34 


C. 


+36.4 


- .03 


55.85 


10.84 


81.09 


48.88 


35 


C. 


+34.8 


- .03 


52.95 


8.85 


81.37 


44.01 


36 


C. 


+40.4 


- .03 


8 51.18 


6.56 


- 81.64 


48.77 


Nov.ll 


C. 


- 8.4 


- .03 


5 12.86 


22.82 


+ 84.40 


44.84 


38 


C. 


-37.4 


- .02 


81.07 


38.85 


85.31 


43.47 


39 


C. 


-36.8 


- .03 


24.23 


83.70 


85.16 


48.70 


Dec. 6 


C. 


-31.0 


- ..03 


19.96 


38.67 


84.50 


48.19 


9 


C. 


+ 8.9 


- .03 


7.84 


18.10 


84.05 


44.39 


10 


C. 


- 0.8 


- .03 


14.15 


38.58 


88.88 


48.34 


11 


C. 


- 4.5 


- .03 


5 15.35 


35.63 


+ 88.71 


44.06 


1892. Apr. 10 


C. 


+ 2.1 


- .03 


8 69.67 


20.59 


- 26.57 


44.88 


14 


C. 


+10.3 


- .03 


64.51 


17.75 


38.08 


45.14 


15 


C. 


+18.9 


- .03 


68.30 


15.92 


38.45 


44.35 


32 


C. 


+38.5 


-0.03 


-8 56.45 


+8 11.57 


- 80.73 


44.88 



OF OBSERVATIONS. 



83 



D=119*» 58' 44'.00 



/^ 


r 


<p{d) 


n 


/ 


A 


B 


J 


l> 


V 


Date. 


• 


• 


• 


« • 
















-0.07 


+0.12 





-0.14 


-1.68 


+1.57 


1 
-1.25 





5 -0.11 


1890. Nov. 10 


.07 


+ .08 


+0.47 


+0.02 


1.68 


1.55 


1.27 


1 


+ 


.05 


11 


.07 


+ .07 
+ .02 




-0.11 
-0.18 


1.69 
1.72 


1.58 
1.40 


1.39 
1.45 






5 - 
5 - 


.08 
.09 


12 


.07 




18 


.07 


+ .02 


.46 


-0.81 


1.72 


1.37 


1.47 




- 


.76 


19 


.07 


+ .09 


.47 


-0.45 


1.72 


1.83 


1.52 




- 


.40 


21 


.08 


+ .18 


.48 


+0.66 


-1.72 


+1.17 


-1.65 




+ 


.72 


27 


.10 


+ .10 


.82 


-0.01 


+1.15 


-1.99 


+0.09 




+ 


.22 


1891. Apr. 4 


.10 


+ .08 


..••..•• 


-0.83 


1.22 


1.98 


0.18 




5 - 


.60 


7 


.10 


- .28 


.28 


+0.03 


1.32 


1.96 


0.84 




+ 


.25 


12 


.10 


- .19 

- .27 




-0.14 
+0.88 


1.38 
1.48 


1.98 
1.90 


0.44 
0.54 




5 + 

+ 


.08 
.54 


15 


.10 


.28 , 


18 


.11 


- .12 




+0.28 
-0.89 


1.45 


1.89 


0.57 




5 + 


.49 


19 


.13 


- .80 


.27 


1.51 


1.85 


0.69 




.18 


28 


.11 


- .81 


.27 


+0.27 


1.52 


1.83 


0.72 




+ 


.48 


24 


.11 


- .84 


.26 


+0.18 


1.54 


1.82 


0.75 




+ 


.38 


25 


.11 


- .65 


.26 


+0.78 


+1.54 


-1.81 


+0.78 




+ 


.98 


26 


.15 


+ .06 


.47 


-0.90 


-1.68 


+1.55 


-1.27 


1 


- 


.87 


Nov 11 


.16 


+ .40 
+ .88 


.52 
.50 


-0.87 














28 


.16 


1.72 


1.12 


1.69 


— 


.81 


29 


.16 


+ .28 


.49 


+0.20 


1.69 


0.92 


1.83 




+ 


.27 


Dec. 6 


.16 


.00 


.45 


-0.58 


1.66 


0.82 


1.87 




- 


.51 


9 


.16 


+ .08 


.47 


+0.42 


1.65 


0.79 


1.88 




+ 


.50 


10 


.16 


+ .10 


.47 


-0.47 


-1.64 


+0 76 


-1.90 




- 


.89 


11 


.19 


+ .02 


.80 


-0.46 


+1.80 


-1.97 


+0.28 




- 


.24 


1892. Apr. 10 


.19 


- .12 


.29 


-1.12 


1.87 


1.94 


0.41 




5 - 


.90 


14 


.19 


- .11 


.29 


-0.24 


1.39 


1.93 


0.44 




- 


.02 


15 


-0.19 


-0.20 


+0.27 


-0.26 


+1.51 


-1.86 


+0.66 




- 


.05 


22 
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TABULATED RKSITLTS 



vn. 



eTaarL c CorvL 



Date. 


ObB'r. 


Temp. 


K 


d 


R 


A 


A 






div. 


• 


t • 


1 • 


1 » 


• 


1890. Nov. 11 


C. 


- 8.0 


+0.35 


-8 82.29 


+8 22.26 


+0 81.67 


21.99 


18 


F. 


+ 2.8 


+ .85 


26.99 


19.49 


80.40 


28.25 


19 


C. 


+ 8.2 


+ .85 


27.25 


18.94 


80.19 


22.28 


20 


F. 


+11.1 


+ .85 


24.89 


15.28 


29.96 


21.20 


21 


C. 


+ 0.8 


+ .85 


80.24 


22.19 


29.73 


22.08 


27 


C. 


- 7.5 


+ .85 


28.79 


28.06 


28.11 


22.78 


Dec. 14 


F. 


- 9.9 


+ .85 


8 25.07 


24.44 


+ 21.88 


21.60 


1891. Mar.l5 


C. 


- 5.0 


- .08 


2 85.07 


21.60 


- 25.04 


21.46 


Apr. 4 


C. 


- 5.8 


- .08 


80.40 


22.94 


80.69 


21.82 


6 


C. 


- 8.8 


- .08 


28.33 


21.58 


81.06 


22.12 


12 


C. 


+20.8 


- .08 


17.84 


12.04 


81.95 


22.72 


15 


F. 


+11.8 


- .08 


21.87 


16.29 


82.28 


22.61 


18 


C. 


+21.9 


- .08 


17.44 


11.97 


82.51 


21.99 


19 


F. 


+22.1 


- .08 


17.55 


12.45 


82.57 ' 


22.80 


22 


C. 


+26.0 


- .08 


14.93 


9.40 


82.70 


21.74 


28 


C. 


+21.5 


- .08 


16.57 


11.02 


82.72 


21.70 


24 


C. 


+25.1 


- .08 


15.84 


10.26 


82.78 


21.66 


25 


C. 


+88.0 


- .08 


18.19 


8.11 


82.78 


22.16 


26 


C. 


+89.2 


- .08 


11.12 


5.92 


82.73 


22.04 


27 


C. 


+81.8 


- .08 


14.28 


8.86 


82.71 


21.89 


28 


C. 


+26.6 


- .08 


15.69 


11.17 


82.69 


22.66 


29 


C. 


+88.9 


- .08 


2 9.61 


4.25 


- 82.65 


21.96 


Nov. 11 


C. 


- 8.9 


- .08 


8 80.98 


21.58 


+ 81.70 


22.22 


28 


C. 


-88.1 


- .08 


44.29 


87.65 


27.89 


21.22 


29 


C. 


-26.8 


- .08 


87.59 


81.61 


27.58 


21.57 


Dec. 6 


C. 


-21.4 


- .08 


81.64 


27.88 


25.20 


21.86 


« 


C. 


+ 8.1 


- .08 


19.42 


17.48 


24.05 


22.08 


10 


C. 


- 0.9 


- .08 


25.75 


22.74 


28.66 


20.62 


11 


c. 


- 5.4 


-0.08 


26.86 


24.95 


28.25 


21.81 



OF OBSnTATIONS. 
D=iaO*> 0' 82'.50 



85 



}^ 


r 


ip(d) 


n 


/ 


A 


B 


P 


V 


Date. 


+0.16 


• 
+0.06 


+0.21 


+0.08 


-1.55 


+1.56 


-1.27 


1. 


• 
-0.29 


1890. Nov. 11 


.16 


.00 




-0.91 


1.49 


1.40 


1.45 


0.5 


-1.27 


18 


.16 


.00 


.20 


-0.09 


1.48 


1.88 


1.47 


1. 


- .45 


19 


.16 


.12 

.07 




+1.02 
+0.06 


1.47 
1.46 


1.85 
1.88 


1.49 
1.52 


0.5 
1. 


+ .67 
- .29 


20 


.16 


.21 


21 


.17 


.10 


.21 


-0.71 


1.88 


1.17 


1.65 


1. 


-1.05 


27 


.18 


.12 
.09 




+0.60 
+0.81 


-l.W 
+1.22 


+0.65 
-1.90 


1.94 
-0.65 


0.5 
1. 


+ .29 
+ .68 


Dec. 14 


.22 


.12 


1891. Mar. 15 


.28 


.08 


.11 


+0.26 


1.50 


1.98 


+0.09 


1. 


+ .09 


Apr. 4 


.28 


+ .w 


.11 


0.00 


1.52 


1.98 


0.15 


1. 


- .18 


6 


.24 


- .27 


.09 


-0.28 


1.56 


1.96 


0.84 


1. 


- .46 


12 


.24 


.07 
.26 




-0.28 
+0.44 


1.57 
1.59 


1.98 

• 
1.89 


0.44 
0.54 


0.5 
1. 


- .46 
+ .25 


15 


.24 


.09 


18 


.24 


.26 
.81 




+0.22 
+0.75 


1.59 
1.59 


1.89 
1.86 


0.57 
0.66 


0.5 
1. 


+ .08 
+ .56 


19 


.24 


.06 


22 


.24 


.27 


.09 


+0.74 


1.60 


1.84 


0.69 


1. 


+ .55 


28 


.25 


.29 


.09 


+0.79 


1.60 


1.88 


0.72 


1. 


+ .59 


24 


.25 


.29 


.08 


+0.80 


1.60 


1.82 


0.75 


1. 


+ .09 


25 


.25 


.60 


.08 


+0.78 


1.60 


1.81 


0.78 


1. 


+ .52 


26 


.25 


.80 


.08 


+0.58 


1.60 


1.80 


0.80 


1. 


+ .89 


27 


.25 


.81 


.09 


-0.19 


1.59 


1.78 


0.88 


1. 


- .40 


28 


.25 


- .49 


.08 


+0.70 


+1.59 


-1.76 


+0.86 


0.5 


+ .49 


20 


.85 


+ .04 


.31 


-0.82 


-1.55 


+1.55 


-1.27 


1. 


- .68 


Nov. 11 


.88 


.84 


.24 


+0.84 


1.86 


1.14 


1.67 


1. 


+ .01 


28 


.86 


.27 


.22 


+0.08 


1.85 


1.12 


1.69 


1. 


- .25 


29 


.86 


+ .31 


.21 


+0.86 


1.28 


0.92 


1.83 


1. 


+ .04 


Deo. 6 


.86 


- .01 


.19 


-0.07 


1.17 


0.82 


1.87 


1. 


- .89 


9 


.86 


+ .08 


.20 


+1.29 


1.15 


0.79 


1.88 


1. 


+ .98 


10 


+ .88 


+ .07 


+0.20 


+0.06 


1.13 


+0.76 


-1.90 


1. 


- .25 


11 



•6 



TABULATED BBSULTS 



VIIL 119 Tauri a Virginis. 



Date. 


Obs'r. 


Temp. 


K 


d 


R 


A 

t V 


A 






div. 


» 


1 » 


1 w 


» 


1890. Nov.18 


F. 


+ 2.8 


+0.85 


+8 11.50 


+8 20.92 


+0 35.07 


7.84 


19 


C. 


+ 8.0 


.85 


11.69 


20.41 


85.01 


7.46 


21 


C. 


- 0.7 


.85 


7.90 


24.02 


84.86 


7.18 


27 


C. 


- 7.6 


+ .86 


8 8.85 


24.47 


+ 84.15 


7.82 


1891. Apr. 4 


C. 


- 5.9 


- .02 


4 10.92 


24.61 


- 28.05 


7.46 


6 


C. 


- 8.7 


.02 


18.90 


23.01 


28.76 


8.13 


7 


F. 


- 0.4 


.02 


14.78 


22.28 


29.11 


7.88 


11 


F. 


+ 9.8 


.02 


21.09 


17.74 


80.39 


8.42 


12 


C. 


+19.8 


.02 


26.10 


18.70 


80.69 


9.00 


16 


F. 


+10.9 


.02 


22.01 


18.00 


81.53 


8.46 


18 


C. 


+21.6 


.02 


27.85 


13.53 


82.28 


8.58 


19 


F. 


+20.6 


.02 


26.58 


14.40 


82.52 


8.44 


22 


C. 


+25.2 


.02 


80.38 


11.10 


38.17 


8.24 


28 


C. 


+20.2 


.02 


28.58 


12.93 


83.86 


8.08 


24 


C. 


+28.6 


.02 


29.87 


12.15 


83.54 


8.46 


26 


C. 


+81.7 


.02 


82.68 


9.96 


38.71 


8.95 


26 


C. 


+87.7 


.02 


84.04 


7.77 


83.88 


7.91 


27 


C. 


+80.6 


.02 


80.99 


10.51 


34.03 


7.45 


28 


0. 


+25.0 


.02 


29.18 


13.11 


34.18 


8.04 


29 


C. 


+87.2 


.02 


86.79 


6.15 


84.82 


8.60 


80 


C. 


+26.8 


.02 


81.49 


10.79 


84.45 


7.81 


Ifay 2 


C. 


+11.7 


.02 


26.75 


16.10 


34.67 


8.16 


6 


C. 


+17.4 


.02 


25.74 


16.87 


34.94 


7.65 


6 


C. 


+22.4 


.02 


27.96 


15.02 


85.00 


7.96 


7 


C. 


+82.0 


.02 


4 88.18 


10.61 


- 35.06 


8.66 


Nov.28 


C. 


-88.2 


- .02 


2 53.94 

1 


39.22 


+ 34.08 


7.17 



OF OBBXBYATIONS. 



SI 



D=120*^ r S'.OO. 



M 


r 


<p(d) 


n 


/ 


A 


B 


P 


V 


Date. 


+0.C5 


-0.12 


M 


+0.28 


-1.71 


+1.40 


-1.45 


0.5 


-0.26 


1890. Nov. 18 


.05 


.13 


-0.17 


+0.79 


1.71 


1.38 


1.47 




+ .80 


19 


.05 


.07 


.17 


+1.06 


1.70 


1.88 


1.52 




+ .58 


31 


.06 


.07 


.17 


+0.86 


-1.67 


+1.17 


-1.65 




+ .88 


27 


.08 


.09 


.80 


+0.85 


+1.87 


-1.99 


+0.09 




+ .58 


1891. Apr. 4 


.08 


.11 


.80 


+0.20 


1.41 


1.98 


0.15 




- .18 


6 


.08 


.10 




+0.19 


1.43 


1.98 


0.18 


0.5 


- .15 


7 


.08 


.14 





-0.86 


1.49 


1.96 


0.81 


0.5 


- .70 


11 


.08 


.27 


.84 


-0.47 


1.50 


l.W 


0.84 


0.5 


- .81 


12 


.08 


.14 





-0.40 


1.54 


1.98 


0.44 


0.5 


- .74 


15 


.08 


.24 


.82 


-0.10 


1.57 


1.90 


0.54 


1. 


- .45 


18 


.08 


.24 
.26 




-0.28 
+0.29 


1.59 
1.62 


1.89 
1.86 


0.57 
0.66 


0.6 


- .68 

- .06 


19 


.08 


.85 


22 


.08 


.26 


.85 


+0.45 


1.68 


1.84 


0.69 




+ .09 


28 


.08 


.25 


.85 


+0.06 


1.64 


1.88 


0.72 




- .80 


24 


.08 


.19 


.86 


-0.48 


1.65 


1.82 


0.75 




- .84 


26 


.08 


.46 


.86 


+0.88 


1.65 


1.80 


0.77 




+ .47 


26 


.08 


.21 


.86 


+1.08 


1.66 


1.79 


0.80 




+ .67 


27 


.08 


.28 


.85 


+0.46 


1.67 


1.78 


0.88 




+ .10 


28 


.08 


.85 


.87 


+0.04 


1.68 


1.76 


0.86 




- .82 


29 


.08 


.18 


.85 


+0.64 


1.68 


1.75 


0.89 




+ .28 


80 


.08 


.18 


.84 


+0.28 


1.69 


1.71 


0.95 




- .08 


May 2 


.08 


.15 


.84 


+0.76 


1.71 


1.66 


1.08 




+ .40 


6 


.08 


.22 


.84 


+0.52 


1.71 


1.64 


1.06 


0.5 


+ .15 


6 


.08 


.28 


.86 


-0.15 


+1.71 


-1.62 


+1.09 




- .52 


7 


+ .12 


- .08 


- .15 


+0.89 


-1.66 


+1.14 


-1.67 




+ .41 


Nov. 38 
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TABULATBD EESULTB 



Vm, 119 TaurL a Virgmis. ^Continued. 



Date. 


Obs'r. 


Temp. 


K 


d 


R 


A 


A 






div. 


» 


1 • 


t » 


t t 


9 


1891. Nov.29 


C. 


-26.4 


-0.02 


+2 59.47 


+8 82.76 


4-0 88.87 


(a) 6.08 


Dec. 6 


C. 


-22.3 


- .02 


66.42 


29.60 


82.48 


8.48 


9 


C. 


+ 2.9 


- .02 


76.57 


18.96 


81.66 


7.17 


10 


C. 


- 0.8 


- .02 


73.88 


24.14 


81.88 


7.88 


11 


C. 


- 5.9 


- .02 


70.24 


26.55 


81.10 


7.87 


17 


C. 


-15.2 


- .02 

1 


68.12 


29.88 


+0 29.17 


7.10 



[a) Observer notes: Star images very diffuse and bisections unsatisfactory. 
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D = 120* r S'.OO. 



M 


r 


<p{d) 


n 


/ 


A 


B 


P 


V 


Date. 


m 


» 


B 


« 








• 




+0.18 


-0.03 
.03 


-0.16 
.17 










0. 




1891. Nov. 29 


.12 


-o.ai 


-1.58 


+0.92 


-1.83 


-0.82 


Dec. 6 


.12 


.13 


.18 


+1.02 


1.55 


.82 


1.87 


1. 


+ .55 


9 


.12 


.12 


.17 


+0.29 


1.53 


.79 


1.88 


1. 


- .17 


10 


.12 


.00 


.17 


+0.27 


1.53 


.76 


1.90 


1. 


- .19 


11 


+0.12 


-0.05 


-0.17 


+1.00 


-1.43 


+0.56 


-1.97 


1/ 


+ .55 


17 
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TABULATED RESULTS 



B (2) 19 Monocerotis. 110 Virglnis. 



Date. 


ObeV. 


Temp. 


K 


d 


B 


A 


d 






div. 


. 


1 » 


1 « 


t 


• 


1891. Mar.l5 


C. 


- 6.6 


-0.02 


+0 34.02 


+8 23.11 


-0 5.54 


51.57 


Apr. 4 


0. 


- 6.8 


.02 


44.11 


24.29 


16.92 


51.46 


6 


C. 


- 8.7 


.02 


47.09 


22.43 


17.97 


51.53 


11 


F. 


+ 8.9 


.02 


54.25 


17.40 


20.48 


61.15 


18 


C. 


+21.3 


.02 


62 14 


13.02 


23.72 


51.42 


28 


C. 


+19.4 


.02 


64.54 


12.67 


25.83 


51.86 


24 


C. 


+22.8 


.02 


66.02 


11.80 


26.28 


51.57 


26 


C. 


+30.6 


.02 


68.12 


9.79 


26.62 


51.27 


26 


C. 


+36.7 


.02 


71.80 


7.52 


27.00 


(a) 52.80 


27 


C. 


+30.3 


.02 


68.87 


10.07 


27.38 


51.54 


28 


C. 


+24.0 


.02 


66.71 


12.88 


27.75 


61.77 


80 


C. 


+25.5 


.02 


69.18 


10.87 


28.46 


61.57 


May 2 


C. 


+10.9 


.02 


+ 65.09 


15.79 


- 29.14 


51.72 


Nov.28 


C. 


-38.1 


.02 


- 22.28 


38.56 


+ 34.67 


50.93 


29 


C. 


-25.9 


.02 


15.94 


31.94 


84.76 


(^ 60.74 


Dec. 6 


C. 


-22.7 


.02 


12.78 


29.18 


85.12 


61.45 


9 


C. 


+ 2.6 


.02 


1.71 


18.58 


85.11 


61.91 


10 


C. 


-1.0 


.02 


7.56 


23.68 


85.08 


61.18 


11 


C. 


- 6.8 


.02 


9.75 


25.93 


35.04 


51.20 


17 


C. 


-15.2 


-0.02 


12.83 


29.20 


+ 84.69 


50.94 



{a), Obeerver notes: Large fire to windward. Air full of smoke. Images diffuse and unsteady. 
(3). Observer notes: Diffuse. Observation unsatisfactory. 
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D=130*» 8' 51'.50 



^ 


r 


g>(d) 


n 


/ 


A 


B 


J 


V 

• 


Date. 


* 


« 


• 


* 








+0.07 


-0.01 


0.00 


-0.13 


+0.25 


-1.90 


-0.68 




-0.18 


1891. Mar. 15 


.08 


.00 


- .01 


-0.03 


0.88 


1.99 


+0.09 




. - .08 


Apr. 4 


.08 


- .04 


- .01 


-0.06 


0.88 


1.99 


0.15 




- .11 


6 


.08 


- .10 




+0.37 


1.00 


1.96 


0.81 




5 + .81 


11 


.08 


- .24 


- .02 


+0.66 


1.16 


1.90 


0.54 




+ .20 


18 


.08 


- .26 


- .02 


+0.84 


1.26 


1.85 


0.69 




+ .26 


28 


.08 


- .24 


- .02 


+0.11 


1.28 


1.83 


0.72 




+ .02 


24 


.08 


- .28 


- .02 


+0.40 


1.80 


1.82 


0.75 




+ .31 


25 


.08 


- .51 


- .02 


-0.85 


1.82 


1.81 


0.77 




5 - .46 


26 


.08 


- .25 


- .02 


+0.15 


1.34 


1.79 


0.80 




+ .06 


27 


.08 


- .25 


- .02 


-0.08 


1.36 


1.78 


0.83 




- .n 


28 


.08 


- .20 


- .02 


+0.07 


1.39 


1.75 


0.89 




- .02 


80 


.08 


- .14 


- .02 


-0.14 


+1.43 


-1.71 


+0.95 




- .23 


May 2 


.13 


- .11 


.00 


+0.56 


-1.69 


+1.14 


-1.67 




+ .85 


Nov. 28 


.12 


- .07 


.00 


+0.71 


1.70 


1.12 


1.69 




5 + .50 


29 


.12 


- .06 


.00 


-0.01 


1.72 


0.92 


1.83 




- .21 


Dec. 6 


.12 


- .07 


.00 


-0.46 


1.72 


0.82 


1.87 




- .66 


9 


.12 


- .05 


.00 


+0.25 


1.71 


0.79 


1.88 




+ .06 


10 


.12 


- .04 


.00 


+0.22 


1.71 


0.76 


1.90 




+ .08 


11 


+0.12 


+ .06 


.00 


+0.38 


-1.69 


+0.56 


-1.97 




+ .20 


17 
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TABULATED RESULTS 
IX, y Oeminorum. 109 Virginis. 



Date. 


Obs'r. 


Temp, 


K 


d 


R 


A 


A 






dm 


» 


» » 


1 • 


t w 


m 


1890. Nov.27 


C. 


- 7.5 


+0.86 


-0 68.21 


+3 24.56 


+0 84.87 


51.58 


Dec. 14 


F. 


-10.3 


+ .44 


70.96 


26.0Q 


+ 88.14 


[48.62] 


1891. Apr. 4 


C. 


- 7.1 


- .02 


11.57 


25.08 


- 22.26 


51.28 


7 


F. 


- 1.6 


- .02 


7.80 


22.81 


23.62 


51.87 


15 


F. 


+ 9.9 


- .02 


- 0.36 


18.47 


26.88 


51.21 


18 


C. 


+21.0 


- .02 


+ 5.88 


13.85 


27.98 


51.18 


19 


F. 


+19.4 


- .02 


4.06 


14.58 


28.88 


[50.29] 


22 


C. 


+24.9 


- .02 


9.44 


11.84 


29.33 


61.48 


28 


C. 


+18.7 


- .02 


7.56 


18.62 


29.64 


51.52 


24 


C. 


+22.8 


- .02 


8.84 


12.68 


29.95 


51.65 


25 


C. 


+29.4 


- .02 


11.18 


10.92 


80.25 


51.78 


26 


C. 


+85.8 


- .02 


14.14 


8.50 


80.54 


52.08 


27 

• 


C. 


+30.1 


- .02 


11.14 


10.90 


30.81 


51.21 


28 


C. 


+23.4 


- .02 


9.38 


13.72 


31.08 


51.95 


29 


C. 


+35.2 


- .02 


17.83 


6.88 


81.84 


a[53.35] 


80 


C. 


+24.7 


- .02 


11.63 


12.01 


81. 6^) 


52.02 


May 2 


C. 


+10.3 


- .02 


6.64 


16.71 


82.08 


51.25 


5 


C. 


+16.5 


- .02 


6.73 


17.28 


82.73 


51.26 


6 


C. 


+20.8 


- .02 


8.53 


15.62 


82.92 


51.21 


7 


C. 


+29.9 


- .02 


18.18 


11.45 


33.12 


51.44 


8 


C. 


+86.8 


- .02 


17.19 


7.92 


88.30 


51.79 


11 


C. 


+81.4 


- .02 


+ 14.42 


10.86 


- 83.78 


51.48 


Nov.28 


C. 


-87.8 


- .02 


- 83.31 


89.10 


+ 84.85 


50.62 


29 


C. 


-25.8 


- .02 


76.21 


82.41 


84.88 


51.01 


Dec. 6 


C. 


-23.1 


- .02 


72.60 


29.97 


84.36 


61.71 


9 


C. 


+ 2.1 


- .02 


62.44 


19.45 


84.01 


51.00 


10 


c. 


- 1.5 


- .02 


67.89 


24.64 


83.86 


51.09 


11 


c. 


- 5.7 


- .02 


69.89 


26.57 


88.71 


50.87 


17 


0. 


-16.4 


-0.02 


- 71.59 


+ 30.00 


+ 32.58 


50.97 



KfC) Defective meteorological record. Thermometer reading extrapolated. 
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/^ 


r 


<P(.d) 


n 


f 


A 


B 


P 


V 


Date. 


« 


# 


» 


* 




w 




+0.13 


+0.04 


+0.02 


-0.27 


-1.70 


+1.17 


-1.65 


1. 


-0.41 


1890. Nov. 27 


.14 


+ .04 












0. 




Dec. 14 
1891. Apr. 4 


.18 


1 * *' ■* 
+ .03 


.00 


+0.05 


+1.00 


-1.99 


+0.09 


1. 


+ .06 


.18 


— .01 




—0.04 


1.15 


1.98 


0.18 


0.5 


— 03 


7 
15 
18 


.19 


.08 




+0.18 


1.31 


1.93 


0.44 


0.5 


+ .18 
+ .37 


.19 


.25 


.00 


1 w . «w 

+0.88 


1.37 


1.90 


0.54 


1. 


.19 


.25 












0. 




19 
22 


.19 


.28 


.00 


+0.16 


1.44 


1.86 


0.66 


1. 


+ .15 


.19 


.25 


.00 


+0.04 


1.45 


1.85 


0.69 


1. 


+ .03 


23 


.19 


.26 


.00 


+0.02 


1.47 


1.83 


0.72 


1. 


.00 


24 


.19 


.24 


.00 


-0.28 


1.48 


1.82 


0.75 


1. 


- .25 


25 


.19 


.52 


.00 


-0.25 


1.50 


1.81 


0.77 


0.5 


- .27 


26 


.19 


.26 


.00 


+0.36 


1.51 


1.79 


0.80 


1. 


+ .34 


27 


.19 


.25 


.00 

1 


+0.39 


1.52 


1.78 


0.83 


1. 


- .41 


28 


.19 


.42 


.00 1 










0. 
1. 




29 
80 


.19 


.20 


.00 


-0.51 


1.65 


1.75 


0.89 


- .53 


.19 


.13 


.00 


+0.19 


1.56 


1.72 


0.96 


I. 


+ .17 


May 2 


.20 


.12 


.00 


+0.16 


1.59 


1.67 


1.03 


1. 


+ .13 


5 


.80 


.22 


.00 


+0.31 


1.61 


1.65 


1.06 


1. 


+ .28 


6 


.20 


.27 


.00 


+0.13 


1.62 


1.68 


1.09 


1. 


+ .10 


7 


.20 


.38 


.00 


-0.11 


1.63 


1.61 


1.11 


1. 


- .14 


8 


.20 


- .23 


.00 


+0.05 


+1.65 


-1.55 


+1.19 


1. 


+ .01 


11 


.28 


+ .20 


.03 


+0.37 


-1.70 


+1.14 


-1.67 


1. 


+ .23 


Nov. 38 


.28 


.15 


.03 


+0.03 


1.71 


1.12 


1.69 


1. 


- .11. 


39 


.28 


+ .18 


.02 


-0.64 


1.68 


0.92 


1.83 


1. 


- .77 


Deo. 6 


.28 


- .05 


.02 


+0.26 


1.66 


0.82 


1.87 


1. 


+ .12 


9 


.28 


- .02 


.02 


+0.18 


1.65 


0.79 


1.88 


1. 


+ .01 


10 


.28 


+ .02 


.02 


+0.81 


1.64 


0.76 


1.90 


1. 


+ .69 


11 


+ .29 


+ .09 


+0.02 


+0.13 


-1.59 


+0.56 


-1.97 


1. 


+ .02 


17 
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TABULATED RESULTS 



C (2) 23 Hydrae. U Ophiuchi. 



Date. 


Obe'r. 


Temp. 


K 


d 


R 


A 


A 






div. 


• 


1 • 


1 w 


r « 


* 


1891. Apr. 15 


F. 


+ 7.9 


-0.03 


-8 60.56 


+3 17.70 


-0 4.66 


[12.45] 


May 4 


C. 


+12.2 


.03 


50.86 


16.92 


15.60 


10.43 


14 


C. 


+35.2 


.03 


36.51 


7.48 


20.60 


10.84 


18 


C. 


+31.0 


.03 


34.88 


8.19 


22.49 


11.29 


23 


C. 


+23.0 


.03 


85.88 


11.85 


24.68 


11.26 


25 


C. 


+18.8 


.08 


37.53 


13.73 


25.52 


10.65 


26 


C. 


+21.6 


.03 


36.05 


13.58 


25.92 


11.58a 


27 


C. 


+28.8 


.03 


34.40 


10.87 


26.82 


9.623 


28 


C. 


+33.0 


.08 


30.74 


8.19 


26.71 


10.71 


80 


C. 


+37.5 


-0.03 


-8 27.66 


+3 6.48 


+0 27.47 


11.27 



{a) A hurried observation. 

(b) Large fires south of the obeervatory. Air filled with smoke rendering stars very faint and 
dififtcult to observe. 
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D=119^ 54' 18'.00. 



M 


r 


<p(d) 


n 


/ 


A 


B 


J 


[) V 


Date. 


+O.08 
.04 


m 

0.00 


• 


m 











a 


1891. Apr. 15 
May 4 


- .09 


+1.85 


+1.27 


+0.76 


-1.69 


+1.00 




+0.19 


.04 


.48 


1.28 


1.82 


1.01 


1.45 


1.27 




+ .78 


14 


.04 


.85 


1.27 


0.75 


1.10 


1.40 


1.88 




- .85 


18 


.04 


.81 


1.28 


0.78 


1.20 


1.27 


1.48 




- .89 


23 


.04 


.28 


1.28 


1.81 


1.25 


1.20 


1.52 




+ .19 


25 


.04 


.27 


1.28 


0.87 


1.27 


1.17 


1.54 




- .75 


26 


.04 


.46 
.50 


1.27 
1.25 












1 




27 


.04 


1.50 


1.81 


1.11 


1.57 


+ .87 


28 


+0.04 


-0.68 


+1.24 


+1.18 


+1.84 


-1.05 


+1.60 





5 .00 


80 
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TABITLATKD BESTTLTS 



i>(8) 



t Hydrae. U. 82200. 



Date. 


Oba'r. 


Temp. 


K 


d 


R 


A 


A 






div. 


1 • 


1 m 


t 


« 


1891. May 14 


C. 


+84.1 


-0.02 


-2 34.46 


+3 8.42 


-0 18.45 


15.49 


18 


C. 


+29.8 


- .02 


33.04 


9.26 


20.41 


15.79 


23 


C. 


+21.6 


- .02 


34.91 


12.97 


22.72 


15.32 


25 


C. 


+27.1 


- .02 


34.81 


14.71 


23.60 


16.28 


26 


C. 


+19.8 


- .02 


35.22 


14.85 


24.03 


15.58 


27 


C. 


+27.0 


- .02 


31.71 


11.62 


24.46 


15.43 


28 


C. 


+30.2 


- .02 


28.67 


9.73 


24.87 


16.17 


30 


C. 


+36.0 


- .02 


26.23 


7.54 


25.69 


15.60 


June 6 


F. 


+23.1 


- .02 


28.03 


12.68 


28.29 


16.34 


7 


c. 


+29.3 


- .02 


25.23 


10.39 


28.64 


16.50 


8 


F. 


+33.1 


- .02 


-2 22.55 


+3 8.61 


-0 28.97 


17.07 
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D = 120^ 0' IG'.OO 



M 


r 


^(d) 


n 


/ 


A 


B 


1 


» V 


Date. 


» 


w 


* 


* 










• 




+0.10 


-0.38 


+0.11 


+0.68 


+0.90 


-1.48 


+1.28 




+0.45 


1891. Maj 14 


.10 


.27 


.11 


+0.27 


1.00 


1.40 


1.38 




+ .03 


18 


.10 


.23 


.11 


+0.70 


1.11 


1.27 


1.48 




+ .45 


28 


.10 


.34 


.11 


-0.15 


1.15 


1,20 


1.51 




- .40 


25 


.10 


.24 


.12 


+0.44 


1.17 


1.17 


1.53 




+ .19 


26 


.10 


.85 


.11 


+0.71 


1.19 


1.14 


1.55 




+ .46 


27 


.10 


.89 


.11 


+0.01 


1.21 


l.ll 


1.57 




- .26 


28 


.10 


.55 


.10 


+0.75 


1.25 


1.05 


1.60 




+ .48 


80 


.11 


.26 




-0.19 


1.39 


0.84 


1.70 





5 - .47 


June 6 


.11 


.35 


+0.10 


-0.86 


1.40 


0.81 


1.71 


1 


- .65 


7 


+0.11 


-0.46 




-0.72 


+1.42 


-0.78 


+1.72 





5 -1.01 


8 
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TABUI.ATID aSSITLTB 



Ei 



p* Leonis. g Aquilae. 



Date. 


Obs'r. 


Temp, 


K 


d 


R 


A 


J 






div. 


• 


1 » 


1 » 


1 t 


* 


1891. May 18 


C. 


+37.0 


-0.08 


-3 60.65 


+8 9.75 


-0 8.75 


0.43 


80 


C. 


+83.4 


- .03 


51.83 


8.00 


15.39 


0.85 


June 7 


C. 


+36.3 


- .03 


50.94 


11.09 


19.83 


0.79 


8 


F. 


+31.1 


- .03 


47.19 


8.90 


19.80 


1.88 


9 


C. 


+41.0 


- .03 


43.33 


4.83 


30.36 


1 33 


11 


C. 


+36.3 


- .03 


44.94 


7.67 


31.19 


1.51 


13 


F 


+35.7 


- .03 


45.40 


7.93 


31.65 


0.85 


18 


C. 


+43.3 


- .03 


41.39 


5.08 


33.10 


1.56 


15 


C. 


+46.4 


- .03 


39.03 


3.53 


33.98 


1.49 


20 


F. 


+39.4 


- .03 


86.40 


4.74 


35.06 


[8.25] 


23 


F. 


+41.7 


- .03 


37.39 


5.33 


35.86 


2.05 


23 


F. 


+43.8 


- .03 


37.74 


5.33 


36.24 


1.22 


34 


F. 


+46.3 


-0.03 


-3 35.76 


+3 4.48 


-0 36.63 


2.07 
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D=119* 5^ 1'60 



M 


r 


<p{d) 


n 


/ 


A 


B 


P 


V 


Date. 


• 
-0.02 


-0.25 


• 
+0.58 


+1.07 


+0.43 


-1.40 


+1.38 




+0.46 


1891. May 18 


.02 


.55 


1 
.26 


+0.96 


0.75 


1.05 


1.60 


1. 


+ .33 


30 


.02 


.32 


.26 


+0.79 


0.95 


0.81 


1.71 


1. 


+ .14 


June 7 


.02 


.45 

.70 




+0.09 
+0.76 


0.97 
0.99 


0.78 
0.75 


1.73 
1.73 


0.5 


- .56 
+ .11 


8 


.02 


.24 


9 


.02 


.48 


.21 


+0.25 


1.05 


0.69 


1.75 




- .40 


11 


.03 


.47 




+1.15 


1.06 


0.66 


1.76 


0.5 


+ .50 


12 


.03 


.70 


.23 


+0.44 


1.08 


0.63 


1.77 


1. 


- .22 


13 


.03 


.85 


+0.23 


+0.66 


1.12 


0.67 


1.78 


1. 


.00 


15 


.03 


.76 

.70 




+0 18 


1.26 


0.86 


1.82 


0. 
0.5 




20 


.03 


- .50 


22 


.08 


.70 


... 


+1.01 


1.28 


0.33 


1.82 


0.5 


+ .83 


23 


-0.08 


-0.77 




+0.23 


+1.80 


-0.30 


+1.83 


1 
0.5 


- .45 


24 
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TABTTLATXD REBITLT8 



F(3) 



V Leonis. i Aqoilae. 



Date. 


Obe'r. 


Temp. 


K 


d 


R 


A 


J 






div. 


« 


1 K 


1 w 


1 K 


« 


1891. May 18 


C. 


+26.2 


-0.03 


-8 80.55 


+3 9.96 


-0 4.18 


35.20 


28 


C. 


+25.6 


.03 


26.51 


10.87 


9.72 


34.61 


30 


C. 


+32.7 


.03 


22.42 


8.28 


10.80 


35.03 


June 7 


a 


+24.8 


.03 


21.28 


11.62 


14.99 


35.32 


8 


F. 


+80.8 


.03 


17.16 


9.04 


15.49 


36.36 


9 


C. 


+89.8 


.03 


14.18 


5.27 


15.98 


35.08 


11 


C. 


+36 8 


.03 


15.12 


7.56 


16.97 


35.44 


12 


F. 


+34.6 


.03 


16.14 


8.34 


17.45 


34.72 


13 


C. 


+41.1 


.03 


12.01 


5.54 


17.93 


35.57 


15 


c. 


+46.3 


.03 


10.18 


3.94 


18.88 


34.85 


22 


F. 


+41.0 


.03 


6.99 


5.63 


22.01 


86.60 


28 


F. 


+41.4 


.03 


6.58 


5.71 


22.44 


36.66 


July 1 


F. 


+31.6 


-0.03 


-8 7.02 


+3 8.60 


-0 25.61 


35.94 
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D=119^ 54' 87'.00. 



+0.01 
.01 
.01 
.01 
.01 
.01 
.01 
.01 
.01 
.01 
.02 
.02 

+0.02 



-0.27 

- .39 

- .61 

- .84 

- .44 

- .79 

- .68 

- .56 

- .79 

- .97 

- .74 

- .76 
-0.45 



<p(d) 



+1.30 
1.28 
1.26 
1.25 

1.18 
1.18 



1.17 
+1.16 



n 


/ 


+0.76 

1 


+0.21 


+1.49 


0.48 


+1.31 


0.53 


+0.76 


0.73 


+1.07 


0.75 


+1.52 


0.78 


+0.95 


0.83 


+1.04 


0.88 


+ 1.95 


0.92 


+1.12 


1.08 


+1.08 


1.10 


+1.49 


+1.25 



-1.40 
1.11 
1.05 
0.81 
0.78 
0.75 
0.69 



0.63 
0.57 
0.36 
0.33 
-0.09 



+1.38 
1.57 
1.60 
1.71 
1.72 
1.73 
1.75 



1.76 
1.78 

1.81 

1.81 

+1.84 



1 p 


V 


w 


1. 


-0.42 




+ 29 




+ .11 


1- 


- .46 


0.5 


- .15 


1 • 


+ .30 


1. 


- .27 


0.0 




- .19 


*■• 


+ .72 


0.5 


- .12 


0.5 


- .16 


0.5 


+ .22 



Date. 



1891. Maj 18 

28 

30 

June 7 

8 

9 

11 

12 

13 

15 

22 



July 1 



' 
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TABULATED BXSULTS 



A (8) B. D. + 29, 2664. 16 Aquarii. 



Date. 


Obe'r. 


Temp. 


K 


d 


R 


A 


A 






div. 


• 


1 w 


1 w 


1 « 


• 


1891. Apr. 7 


C. 


- 7.7 


-0.03 


-9 23.17 


+3 23.59 


+0 28.62 


29.01 


11 


C. 


+ 1.1 


- .03 


17.74 


19.78 


27.41 


29.42 


18 


F. 


+13.1 


- .03 


11.02 


15.44 


24.97 


29.86 


21 


C. 


+27.2 


- .03 


4.58 


9.03 


23.86 


(a) 28.28 


23 


F. 


+19.0 


- .08 


4.44 


11.68 


28.47 


30.68 


28 


C. 


+ 7.4 


- .03 


10.14 


16.89 


23.07 


29.29 


24 


F. 


+19.1 


- .03 


5.15 


12.55 


22.67 


80.04 


25 


C. 


+20.0 


- .03 


5.61 


12.98 


22.26 


29.60 


28 


F. 


+16.8 


- .08 


5.94 


14.06 


20.99 


29.08 


May 2 


F. 


+ 5.2 


- .03 


5.90 


17.86 


19.20 


81.18 


6 


C. 


+ 8.9 


- .03 


7.03 


18.76 


17.81 


29.52 


6 


F. 


+16.7 


- .C8 


-9 3.88 


15.63 


+0 17.84 


39.06 


June 22 


F. 


+38.8 


-0.03 


-8 27.18 


+3 6.27 


-0 7.68 


81.88 



(a) A harried and incomplete obeervation. 
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D = 119« 54' 8l'.00 



M 


r 


<p(d) 


n 


/ 


A 


B 


P 


V 


Date. 


-0.04 
.04 
.04 


• 

+0.18 
+ .10 

- .13 

- .51 

- .26 
.00 

- .26 

- .22 

- .15 
+ .07 
+ .01 

- .12 

- .84 


• 

+1.63 
1.44 

1,43 


« 

+0.82 
+0.03 

+1.84 
+0.62 
+0.29 
+1.26 
+0.22 


-1.40 
1.84 

1.16 
1.14 
1.12 
I.IO 
1.09 


-1.99 
1.96 

1.87 
1.86 
1.85 
1.84 
1.82 


+0.18 
0.31 

0.68 
0.66 
0.69 
0.72 
0.75 


1. 

1. 

0.0 

0.5 

0.5 

1. 

0.5 

1. 

0.0 

0.5 

1. 

0.0 

0.5 


m 

-0.04 
- .38 


1891. Apr. 7 
11 
18 


M 
M 


+1.47 
+ .24 

- .09 
+ .88 

- .16 


21 
22 


.04 
.04 


1.46 


28 

24 


.04 
.04 


1.44 


25 

28 


.04 
.04 
.04 


+1.45 


-0.16 
+0.08 


0.94 
0.87 


1.71 
1.67 


0.94 
1.08 


- .55 


May 2 
6 
6 


-0.04 




+0.50 


+0.87 


-0.35 


+1.81 


+ .02 


June 22 
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TABULATXD RSSULTS 



/< ^Vuginis. ^P^;asL 



Date. 


Obtfr. 


Temp. 


K 


d 


R 


A 


J 






div. 


« 


t • 


1 » 


t m 


m 


1891. A.pr. 4 


F. 


-10.2 


-0.02 


+1 12.03 


+3 25.58 


+0 31.07 


8.66 


7 


C. 


- 7.8 


- .02 


14.02 


24.84 


30.87 


9.71 


11 


C. 


+ 0.9 


- .02 


18.86 


20.94 


80.48 


10.26 


18 


F. 


+13.0 


- .02 


22.85 


16.62 


29.44 


8.89 


21 


C. 


+27.0 


- .02 


31.11 


10.14 


28.89 ^ 


10.12 


22 


F. 


+19.0 


- .02 


28.81 


12.74 


28.69 ! 


10.22 


28 


C. 


+ 6.7 


- .02 


23.68 


17.72 


28.48 


9.86 


25 


C. 


+19.5 


- .02 


27.70 


14.27 


28.02 


9.97 


28 


F. 


+16.9 


- .02 


27.96 


15.06 


27.80 


10.80 


May 2 


F. 


+ 3.9 


- .02 


23.08 


19.50 


26.21 


8.77 


4 


F. 


+ 1.5 


- .02 


20.83 


22.82 


25.62 


9.25 


5 


C. 


+ 8.8 


- .02 


25.33 


19.93 


25.82 


10.56 


6 


F. 


+15.7 


- .02 


27.64 


17.10 


25.00 


9.72 


7 


C. 


+21.0 


- .02 


30.64 


14.04 


24.68 


9.34 


8 


F. 


+26.5 


- .02 


34.35 


10.79 


24.36 


9.48 


10 


F. 


+ 6.8 


- .02 


26.22 


19.13 


28.69 


9.02 


11 


C. 


+16.3 


- .02 


31.06 


15.75 


23.35 


10.14 


12 


F. 


+22.7 


- .02 


32.96 


13.05 


22.99 


8.98 


13 


C. 


+15.5 


- .02 


31.85 


16.19 


22.68 


10.65 


16 


F. 


+ 8.7 


- .02 


1 27.69 


21.84 


+ 21.53 


10.54 


Aug.ll 


0. 


+38.7 


- .02 


2 21.67 


7.67 


- 19.81 


9.51 


12 


C. 


+38.0 


- .02 


+2 21.45 


8.49 


-0 20.21 


9.71 
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D=120^ 5' lO'.OO 



/* 


r 


(p(d) 


n 


/ 


A 


B 


P 


V 


Date. 


« 


« 


» 


« 










w 




+0.04 


-0.08 













0.0 





1891. Apr. 4 


.04 


.04 


-0.02 


+0.31 


-1.51 


-1.99 


+0.18 


1. 


+0.19 


7 


.04 


.09 


.08 


-0.18 


1.49 


1.96 


0.81 


1. 


- .30 


11 


.04 


.19 
.42 












0.0 

1. 




18 


JH 


.04 


+0.80 


1.41 


1.87 


0.63 


+ .17 


21 


.04 


.28 

.11 




-0.03 
+0.24 


1.40 
1.39 


1.86 
1.84 


0.66 
0.69 


0.5 
1. 


- .16 

+ .11 


22 


.04 


.08 


23 


.04 


.19 


.04 


+0.22 


1.37 


1.82 


0.75 


1. 


+ .09 


25 


.04 


.19 
.09 




-0.15 


1.84 


1.78 


0.83 


0.5 



- .29 


28 


.04 




May 2 
4 


.04 


.10 




+0.81 


1.25 


1.69 


1.00 


0.5 


+ .67 


.04 


.10 


.04 


-0.46 


1.24 


1.66 


1.03 


1. 


- .61 


5 


.04 


.14 




+0.88 
+0.86 


1.22 


1.64 


1.06 


0.5 


+ .28 

+ .71 


6 


.04 


.20 


.04 


1.20 


1.68 


1.09 


1. 


7 


.04 


.24 




+0.72 


1.19 


1.61 


1.11 


0.5 


+ .57 


8 


.04 


.11 




+1.05 


1.15 


1.57 


1.17 


0.5 


+ .90 


10 


.04 


.17 


.04 


+0.03 


1.14 


1.55 


1.20 


1. 


- .12 


11 


.04 


.20 













0.0 




12 


.04 


.16 


.04 


-0.49 


1.10 


1.51 


1.25 


1. 


- .64 


13 


.04 


.07 




-0.51 


-1.06 


-1.44 


1.82 


0.5 


- .67 


16 


.05 


.44 


.09 


+0.97 


+0.97 


+1.12 


1.49 


1. 


+ .65 


Aug. 11 


+0.05 


-0.41 


-0.09 


+0.74 


+0.99 


+1.15 


1.47 


1. 


+ .42 


12 
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TABULATED BESULTS 



X, fi Virginia. 5 PegasL — Continued. 



Date. 


Obs'r. 


Temp. 


K 

* 


d 


R 


A 


J 






div. 


t » 


' 


» 


t w 


* 


1891. Aug. 18 


C. 


+35.5 


-0.02 


+2 22.16 


+8 


8.69 


-0 20.60 


10.28 


15 


C 


+48.8 


- .02 


25.81 




5.95 


21.87 


10.87 


28 


C. 


+80.6 


- .02 


25.86 




10.87 


25.79 


9.92 


Sept. 4 


C. 


+27.7 


- .02 


25.61 




12.22 


27.69 


10.12 


6 


C. 


+38.6 


- .02 


29.90 




8.76 


28.16 


10.48 


8 


c. 


+88.8 


- .02 


29.68 




9.26 


28.60 


10.82 


10 


c. 


+89.5 


1 

- .02 


80.41 




8.28 


29.01 


9.61 


12 


c. 


+40.4 


- .02 


82.84 




6.84 


29.88 


10.28 


18 


a 


+86.5 


-0.02 


+2 81.04 


+3 


8.92 


-0 29.56 


10.88 



XL 



<p Virginia. 5 Aquarii. 







div. 


# 


1 


» » 


* 


» 


1891. Apr. 28 


C. 


+ 6.8 


-0.08 


+8 29.10 


+8 17.78 


+0 29.27 


16.12 


24 


F. 


+18.8 


- .08 


+3 86.82 


+8 18.75 


+0 29.01 


19.05 



O? OBSEBYATIONS. 
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D = 



5' lO'.OO. 



M 


r 


1 


n 


/ 


^ 


B 


P 


V 


Date. 


* 


m 


m 


» 










» 




+0.05 


-0.88 


-0.09 


1 +0.14 


+1.01 


+1.18 


+1.44 




-0.18 


1891. Ang. 18 


.05 


.56 


.10 


+0.24 


1.05 


1.24 


1.89 






- .09 


15 


.05 


.28 


.10 


+0 36 


1.26 


1.53 


1.08 






+ .01 


28 


.05 


.85 


.10 


+0.28 


1.35 


1.65 


0.89 






- .08 


Sept. 4 


.05 


.48 


.11 


+0.06 


1.38 


1.67 


84 






- .80 


6 


.05 


.48 


.11 


+0.22 


1.40 


1.70 


0.78 






- .14 


8 


.05 


.48 


.11 


+0.88 


1.42 


1.78 


0.72 






+ .52 


10 


.05 


.40 


.11 


+0.18 


1.44 


1.75 


066 






- .18 


12 


+0.05 


-0.40 


-0.11 

1 


, +0.08 


+ 1.45 


+1.77 


+0.68 






-0.28 


18 



D=120^ r lO'.OO. 



-0.46 
- .46 



-0.14 
- .26 



-0.21 



+0.69 



-1.48 



-1.84 



+0.69 



1. 
0.0 



91. Apr. 28 
24 
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TABULATED BESULTS 



XII. 37 librae. 70 Pegaai. 



Date. 


Obe'r. 


Temp. 


K 


d 


R 


A 


A 






div. 


» 


1 a 


1 » 


1 r 


a 
1 


1890. Sep. 21 


F. 


+80.0 


+0.47 


-0 48.48 


+8 10.82 


-0 29.78 


57.58 


21 


C. 


+30 


+ .28 


-0 42.86 


10.82 


- 29.78 


57.96 


1891. May 7 


C. 


. +20.1 


- .02 


-1 44.80 


18.96 


+ 29.68 


68.77 


11 


C. 


+16.8 


.02 


44.21 


15.36 


28.66 


59.79 


18 


C. 


+15.0 


.02 


45 78 


16.01 


28.18 


58.84 


16 


F. 


+ 8.5 


.02 


47.50 


21.04 


27.27 


(a) 60.79 


17 


C. 


+18.8 


.02 


41.92 


14.18 


26.96 


59.15 


18 


F. 


+22.1 


.02 


89.52 


11.99 


26.66 


59.11 


20 


F. 


+33.0 


.02 


86.54 


8.61 


26.01 


58.06 


22 


F. 


+12.2 


.02 


43.75 


17.04 


25.34 


58.61 


28 


C. 


+16.8 


.02 


40.84 


14.80 


25.00 


58.94 


25 


C. 


+10.7 


.02 


-1 48.64 


17.74 


+ 24.30 


58.88 


Aug.28 


C. 


-1-29.2 


.02 


-0 50.27 


10.48 


- 21.94 


58.20 


Sep. 4 


C. 


+26.4 


.02 


49.22 


12.88 


24.63 


58.51 


8 


C. 


+88.0 


.02 


44.44 


9.01 


26.01 


58.54 


10 


C. 


+37.5 


.02 


48.90 


8.53 


26.66 


67.95 


12 


C. 


+88.8 


.02 


41.24 


7.10 


27.28 


68.56 


18 


C. 


+85.5 


.02 


48.29 


8.87 


27.57 


67.99 


14 


C. 


+48.0 


.02 


86.74 


8.07 


27.86 


68.45 


15 


C. 


+44.5 


.02 


88.26 


5.42 


28.14 


59.00 


28 


C. 


+52.0 


-0.02 


-0 88.65 


+8 2.64 


-0 80.10 


68.87 



(a) Observer notes: " I>on*t know about angles. Found reel on I when I supposed it was on 
IIL Reject Same angle probably used twice." 
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D=iao* r 59'. 00. 



M 


r 


<p[d) 


n 


/ 


A 


B 


P 


V 


Date. 


* 


« 


# 


» 










• 




+0.15 


-0.40 












0. 




1890. Sept 21 
21 


1 V«AV 

.16 


.40 


+0.01 


+1.28 


+1.46 


+1.85 


+0.87 


1 




+0.72 


.28 


.22 


.05 


+0.12 


-1.46 


-1.68 


1.09 


1 




- .28 


1891. May 7 


.28 


.16 


.05 


-0.96 


1.40 


1.55 


1.20 





.5 


-1.81 


11 


.28 


.14 


.06 


+0.46 


1.88 


1.51 


1.25 


1 




+ .11 


18 


.28 


.01 

.17 














1 






16 


.28 


.05 


-0.32 


1.82 


1.41 


1.36 


- .68 


17 


.28 


.26 
.29 




-0.18 
+0.94 
+0.26 
-0.07 


1.80 
1.27 


1.89 
1.85 


1.87 
1.42 






5 
25 


- .49 
+ .58 


18 


.29 




20 


.29 


.16 




1.24 


1.29 


1.46 





5 


1 • w 

- .10 


22 


.29 


.21 


.05 


1.22 


1.26 


1.48 






- .44 


28 


.29 


.22 


.05 


+0.50 


-1.19 


-1.20 


1.52 






+ .12 


^ 


.84 


.27 


.01 


+0.72 


+1.08 


+1.58 


1.08 






+ .18 


Aug. 28 


.84 


.86 


.01 


+0.50 


1.90 


1.65 


0.89 






- .05 


Sept 4 


.84 


.62 


.01 


+0.68 


1.27 


1.70 


0.78 






+ .08 


8 


.85 


.48 


.01 


+1.17 


1.80 


1.73 


0.71 






+ .61 


10 


.85 


.46 


.01 


+0.54 


1.88 


1.75 


0.66 






- .02 


12 


.85 


.45 


.01 


+1.10 


1.85 


1.77 


0.68 






+ .54 


18 


.85 


.61 


.01 


+0.80 


1.86 


1.78 


0.60 






+ .24 


14 


.85 


.64 


.01 


+0.28 


1.88 


1.79 


0.56 






- .28 


15 


+0.85 


-0.70 


+0.00 


+0.48 


+1.47 


+1.87 


+6.80 






-0.08 


28 
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TABULATED BE8ULT8 



Xin. p librae. y Piscium. 



Date. 


Obs'r. 


Temp. 


K 


d 


B 


A 


A 






div. 


» 


1 


t a 


1 » 


w 


1890. Sep. 27 


F. 


+19.6 


+0.49 


+5 20.78 


+8 15.98 


-0 88.08 


4.17 


28 


C. 


+25.9 


+ .85 


24.86 


18.26 


88.17 


5.80 


29 


F. 


+82.4 


+ .85 


5 24.96 


10.60 


- 88.80 


2.61 


1891. Apr. 18 


F. 


+12.8 


- .08 


4 15.89 


16.86 


+ 88.54 


6.26 


22 


F. 


+19.0 


.08 


20.24 


12.22 


88.07 


5.50 


28 


C. 


+ 6.1 


.08 


15.58 


17.48 


82.92 


5.95 


24 


F. 


+18.9 


.08 


20.48 


18.19 


82.77 


6.86 


25 


C. 


+18.8 


.08 


19.89 


14.12 


82.61 


6.69 


28 


F. 


+17.0 


.08 


20.87 


14.46 


82.07 


6.87 


May 2 


F. 


+ 2.7 


.08 


18.17 


19.58 


81.22 


8.89 


4 


F. 


+ 0.7 


.08 


10.91 


28.11 


80.74 


4.78 


5 


C. 


+ 7.5 


.08 


16.08 


[19.91 


80.49 


6.45 


6 


F. 


+14.4 


.08 


18.01 


17.01 


80.28 


5.22 


8 


F. 


+26.1 


.08 


25.68 


10.81 


29.68 


5.64 


10 


F. 


+ 6.4 


.08 


4 17.86 


18.78 


+ 29.10 


5.16 


Aug.28 


C. 


+28.4 


.08 


5 20.88 


10.58 


- 24.67 


6.66 


81 


C. 


+81.6 


-0.08 


+5 22.59 


+8 10.87 


-0 25.88 


7.10 



0¥ OBBIEYATIONS. 



Ill 



D=:120«> 8* 5'.00. 



^ 


r 


9(d) 


n 


/ 


A 


B 


P 


V 


Date. 


-0.46 


-0.26 


» 


« 








0. 


» 


1890. Sept. 27 
28 


.46 


- .26 


-0.50 


+0.92 


+1.62 


+1.89 


+0.13 


1. 


+0 58 


.46 


- .29 

- .21 












0. 
0.25 




29 


.80 




+0.75 


-1.64 


-1.90 


0.54 


+ .64 


1891. Apr. 18 


.81 


— .25 




+0.56 
+0.88 


1.61 


1 86 


66 


0.5 


+ .45 
+ .22 


22 


.81 


- .15 


.82 


1.61 


1.84 


0.69 


1. 


28 


.81 


- .25 

- .21 




-0.80 
-0.24 


1.60 
1.59 


1.88 
1.82 


0.72 
0.75 


0.25 
1. 


- .41 

- .86 


24 


.81 


.88 


25 


.82 


- .21 

- .18 

- .12 

- .12 




-0.84 


1.56 


1.78 


0.88 


0.5 
0. 
0. 
1. 


- .96 


28 


.82 




May 2 


.88 












4 


.83 


.82 


-0.18 


1.49 


1.67 


1.03 


- .31 


5 


.88 


- .17 




+0.78 


1.48 


1.66 


1.06 


0.5 


+ .66 


6 


.84 


- .23 




+0.43 


1.45 


1.61 


1.12 


0.5 


+ .80 


8 


.84 


- .12 




+0.80 


-1 42 


-1.57 


1.17 


0.5 


+ .67 


10 


1.02 


- .20 


.49 


+0.05 


+1.20 


+1.58 


1.08 


1. 


- .28 


Aug. 28 


-1.03 


-0.40 


-0.50 


-0.17 


+1.26 


+1.58 


+1.08 


1. 


-0.50 


81 
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TABULATXD RI8VLTS 



B (8). 110 Yiiginis. fi Pisdum. 



Date. 


Obtfr. 


Temp. 


K 


d 


R 


A 


A 






div. 


» 


t • 


t • 


t • 


* 


1891. May 7 


C. 


+19.1 


-0.02 


-4 86.87 


+8 14.88 


+0 26.67 


4.66 


11 


C. 


16.8 


- .02 


85.76 


16.40 


25.58 


5.15 


12 


F. 


22.9 


- .02 


83.52 


12.64 


25.28 


4.83 


13 


C. 


14.5 


- .02 


87.67 


16.25 


24.91 


(tf)8.47 


14 


F. 


81.0 


- .02 


29.81 


9.68 


24.60 


4.40 


16 


F. 


8.8 


- .02 


89.72 


21.20 


28.94 


5.40 


17 


a 


18.8 


- .02 


88.25 


14.12 


28.60 


4.45 


18 


F. 


21.8 


- .02 


80.97 


12.17 


28.26 


4.44 


22 


F. 


11.8 


- .02 


88.97 


17.26 


21.82 


5.09 


23 


C. 


15.7 


- .02 


4 82.88 


15.06 


+ 21.45 


4.11 


Aug.81 


C. 


31.0 


- .02 


3 40.61 


10.79 


- 24.54 


5.62 


Sept. 3 


C. 


28.6 


- .02 


41.87 


11.44 


26.47 


4.58 


4 


C. 


25.8 


- .02 


41.46 


12.68 


26.77 


5.48 


8 


C. 


87.4 


- .02 


87.88 


9.27 


26.90 


4.62 


9 


C. 


84.2 


- .02 


87.61 


10.43 


27.16 


5.64 


12 


C. 


87.5 


- .02 


84.71 


7.66 


27.90 


5.08 


18 


C. 


84.6 


- .02 


86.09 


9.22 


28.18 


4.98 


14 


C. 


47.7 


- .02 


80.55 


3.24 


28.85 


4.32 


15 


C. 


48.6 


- .02 


82.85 


6.78 


28.67 


4.84 


17 


C. 


55.8 


- .02 


28.16 


2.21 


28.97 


5.06 


20 


0. 


55.4 


- .02 


26.86 


1.91 


29.52 


5.51 


22 


C. 


52.8 


- .02 


28.25 


8.22 


29.84 


6.11 


29 


C. 


+27.8 


-0.02 


-8 85.64 


+8 12.06 


-0 80.70 


5.70 



(a) Obeeryer notes: 
haye caught myself in 



" My personal equation is abnormal this morning, 
the act of writing down a wrong figare.** 



Two or three times I 



or OBBBBYATIOMS. 
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D = ny> W 5'.00 



^ 


r 


<p(d^ 


n 


/ 


A 


B 


P 


V 


Date. 


• 

-O.09 


• 
-0.19 


• 
+0.37 


+0.25 


-1.80 


-1.68 


+1.09 




a 

+0.04 


1891. May 7 


.09 


- .05 


.87 


-0.38 


1.25 


1.55 


1.20 






- .59 


11 


.09 


- .28 


1 


+ 1.04 


1.28 


1.58 


1.22 




25 


+ .83 


12 


.09 


- .13 


1 
.87 


+1.38 


1.22 


1.51 


1.24 




25 


+1.17 


13 


.10 


- 85 




+0.85 


1.20 


1.49 


1.27 






+ .64 


14 


.10 


+ .03 
- .08 




-0.33 
+0.87 


1.17 
1.15 


1.45 
1.42 


1.82 
1.86 






- .56 
+ .14 


16 


.10 


.36 


17 


.10 


- .24 




+0.90 


1.18 


1.40 


1.88 




25 


+ .66 


18 


.10 


- .11 


I 


+0.12 


1.07 


1.80 


1.46 






- .11 


22 


.10 


- ,19 


1 
.86 


+0.82 


-1.05 


-1.28 


1.48 






+ .69 


28 


.12 


- .51 


.28 

1 


-0.22 


+1.20 


+1.58 


1.00 






- .63 


Aug. 81 


.12 


- .80 


.23 


+0.61 


1.24 


1.68 


0.92 






+ .20 


Sept. 8 


.12 


- .88 


.23 


-0.16 


1.26 


1.65 


0.89 






- .58 


4 


.12 


- .55 


.23 


+0.92 


1.82 


1.70 


0.78 






+ .50 


8 


.12 


- .44 


.23 


-0.31 


1.83 


1.72 


0.75 






- .78 


9 


.12 


- .50 


.22 


+0.37 


1.87 


1.75 


0.66 






- .05 


12 


.12 


- .49 


.22 


+0.41 


1.88 


1.77 


0.62 






- .01 


13 


.12 


- .69 


.21 


+1.28 


1.89 


1.78 


0.59 




5 


+ .86 


14 


.12 


- .70 


.21 


+0.77 


1.40 


1.79 


0.56 






+ .85 


15 


.12 


- .91 


.20 


+0.77 


1.42 


1.81 


0.50 






+ .85 


17 


.12 


- .89 


.20 


+0.80 


1.45 


1.84 


0.40 






- .12 


20 


.12 


- .79 


.20 


+0.60 


1.46 


1.85 


0.88 




+ .18 


22 


-0.12 


-0.88 


+0.22 


-0.42 


+1.50 


+1.90 


+0.09 




- .84 


29 
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TABULATID BBSULT8 
XIV. 8 Serpentis. <p Aquarii. 



Date. 


ObB'r. 


Temp. 


K 


d 


R 


A 


Ji 






div. 


• 


f » 


1 » 


1 • 


• 


1890. Sep. 21 


F. 


+27.0 


+0.86 


+1 64.13 


+8 11.47 


-0 81.18 1 


84.77 


22 


0. 


+36.7 


.86 


67.09 


11.86 


81.86 


'87.44 


28 


F. 


+29.0 


.36 


66.12 


11.29 


81.64 


86.22 


2^ 


F. 


+18.2 


.36 


62.67 


16^62 


82.14 


87.40 


28 


C. 


+24.8 


.86 


66.81 


13.87 


82.26 


87.77 


29 


F. 


+81.9 


.36 


67.69 


11.00 


82.89 


86.66 


OctU 


C. 


+19.8 


.22 


68.18 


11.63 


88.02 


86.91 


17 


F. 


+22.6 


.36 


66.81 


11.93 


82.89 


86.20 


20 


C. 


+16.9 


+ .22 


1 64.89 


16.03 


- 82.66 


87.49 


1891. ICay 6 


C. 


+ 6.0 


- .02 


47.86 


20.66 


+ 29.44 


87.42 


7 


0. 


+17.8 


.02 


63.32 


14.79 


28.91 


87.00 


11 


C. 


+16.7 


.02 


64.60 


16.36 


27.77 


87.71 


18 


C. 


+14.0 


.02 


64.19 


16.41 


27.14 


87.72 


16 


F. 


+ 8.1 


.02 


49.49 


21.28 


26.16 


86.86 


17 


C. 


+18.4 


.02 


67.25 


14.06 


26.81 


87.10 


18 


F. 


+20.9 


.02 


69.27 


12.42 


26.47 


87.14 


22 


F. 


+11.2 


.02 


66.63 


17.46 


28.99 


87.06 


28 


C. 


+16.0 


.02 


68.56 


15.29 


23.62 


87.44 


26 


C. 


+ 9.4 


.02 


56.10 


18.31 


22.84 


87.28 


27 


C. 


+21.8 


.02 


1 2.06 


13.71 


22.02 


87.76 


28 


F. 


+18.8 


.02 


2.42 


18.97 


21.60 


87.97 


29 


0. 


+28.1 


.02 


4.19 


12.16 


21.18 


87.51 


81 


0. 


+83.9 


.02 


10.28 


7.26 


20.38 


87.86 


June 7 


C. 


+19.4 


.02 


6.01 


14.08 


17.16 


87.22 


9 


F. 


+36.4 


.02 


14.69 


6.88 


16.20 


87.76 


11 


F. 


+29.9 


.02 


10.47 


10.78 


16.28 


86.41 


18 


F. 


+36.7 


.02 


17.08 


7.88 


+ 14.24 


88.68 


Aug.28 


C. 


+27.1 


.02 


51.01 


11.12 


- 24.18 


87.98 


81 


0. 


+29.2 


-0.02 


+1 61.91 


+3 11.41 


-0 26.29 


88.01 



OF OBSEBYATIONS. 
D=t20* 4' 87* 60 
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M 


r 


<p(d) 


n 


/ 


A 


B 


P 


V 


Date. 


• 


« 


« 


* 










« 




-0.04 
.04 


-0.80 
.86 












0. 
1. 


+0.06 


1890. Sept 21 


-0.07 


+0.68 


+1.64 


+1.86 


+0.83 


22 


.04 
.04 


.40 
.28 












0. 
0.5 




28 




+0.42 


1.67 


1.89 


0.16 


- .05 


27 


.04 


.27 


.07 


+0.11 


1.67 


1.89 


0.18 


1. 


- .86 


28 


.04 


.89 




+1.88 


1.68 


1.90 


+0.09 


0.6 


+ .91 


29 


.04 


.22 


.07 


+0.92 


1.61 


1.90 


-0.40 


0.5 


+ .46 


Oct 14 


.04 
.04 


.27 
.21 












0. 




17 


.06 


+0.32 


+1.69 


+1.85 


-0.60 


1. 


- .14 


20 


.08 


.09 


.01 


+0.26 


-1.44 


-1.67 


+1.08 


0.5 


+ .01 


1891. Haj 5 


.<K 


.19 


.01 


+0.78 


1.42 


1.68 


1.09 


0.6 


+ .62 


7 


.08 


.17 


.01 


+0.06 


1.86 


1.65 


1.20 


1. 


- .21 


11 


.08 


.16 


.01 


+0.08 


1.38 


1.6t 


1.25 


0.5 


- .28 


18 


.08 


.07 




+0.79 


1.28 


1.46 


1.84 


0.25 


+ .62 


16 


.08 


.17 


.02 


+0.67 


1.26 


1.42 


1.86 


1. 


+ .40 


17 


.08 


•18 




+0.62 


1.24 


1.40 


1.88 


0.6 


+ .86 


18 


.08 


.18 




+0.70 


1.17 


1.80 


1.46 


0.6 


+ .48 


22 


.08 


.21 


.02 


+0.87 


1.16 


1.27 


1.48 


1. 


+ .09 


28 


.08 


.16 


.02 


+0.68 


1.11 


1.20 


1.62 


1. 


+ .25 


25 


.08 


.80 


.02 


+0.14 


1.08 


1.14 


1.65 


0.6 


- .14 


27 


.08 


.29 
.31 




-0.10 
+0 40 


1.06 
1.04 


1.11 
1.08 


1.67 
1.58 


0.6 
1. 


- .89 
+ .11 


28 


.08 


.02 


29 


.08 


.58 


.02 


+0.28 


1.00 


1.02 


1.61 


0.6 


- .01 


81 


.08 


.22 


.02 


+0.60 


0.84 


0.81 


1 71 


1. 


+ .28 


June 7 


.08 


.64 
.84 




+0.87 
+1.61 


0.79 
0.74 


0.75 
0.72 


1.73 
1.76 


0.6 
0.6 


+ .06 

+1.18 


9 


.08 




11 


.08 


.88 




-0.67 


-0.69 


-0.63 


1.77 


0.6 


-1.00 


18 


.10 


.28 


.06 


-0.04 


+1.18 


+1.63 


1.08 


1. 


- .49 


Aug. 28 


-0.10 


-0.44 


-0.06 


+0.09 


+1.28 


+1.58 


+1.00 


1. 


-0.37 


81 
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TABULATED RESULTS 



8 Serpentis. <p Aquarii — Continued. 



Date. 


ObB'r. 


Temp. 


K 


d 


R 


A 


A 






div. 


w 


1 • 


1 a 


1 w 


9 


1891 


. Stpt 3 


C. 


+26.9 


-0.02 


+ 1 51.80 


+3 12.06 


+0 26.84 


87.50 




4 


C. 


4-25.0 


.02 


51.52 


12.98 


26 67 


87.81 




5 


C. 


+32.8 


.02 


54.19 


10.33 


27.00 


37.50 




8 


C. 


+35.4 


.02 


54.82 


10.52 


27.94 


87.88 







C. 


+35.2 


.02 


56.02 


10.03 


28.23 


37.80 




12 


c. 


+86 8 


.02 


58.32 


8.05 


89.07 


87.28 




18 


c. 


+83.4 


.02 


57.26 


9.63 


29.38 


37.54 




15 


c. 


+40.8 


.02 


60.38 


6.72 


29.83 


87.25 




17 


c. 


+64.2 


.02 


66.09 


2.53 


80.30 


88.30 




20 


c. 


+53.6 


.02 


66.63 


2.49 


80.98 


88.17 




22 


c. 


+50.9 


.02 


64.99 


3.84 


81.81 


87.50 




28 


c. 


+49.1 


.02 


65.11 


3.55 


31.49 


87.15 




29 


c. 


+25.6 


.02 


57.35 


12.63 


32.86 


87.60 




Oct. 5 


c. 


+16.7 


.02 


56.19 


15.13 


32.89 


(a) 38.41 




7 


c. 


+19.6 


.02 


56.46 


13.87 


32.98 


37.33 




10 


c. 


+28.0 


.02 


59.35 


11.57 


88.06 


37.84 




11 


c. 


+17.6 


-0.02 


+1 54.74 


+3 16.68 


+0 33.07 


88.33 



(a) Incomplete obeervation. Micrometer coincidence not eliminated. 



XVIII. 



B. A. C. 5647. 17 Ceti. 







div. 


» 


* # 


1 « 


/ « 


» 


1891. July 6 


C. 


+80.0 


-0.08 


+0 21 94 


+3 10.08 


+ 16.66 


48.65 


9 


C. 


+24.6 


- .08 


+0 20.48 


+8 18.08 


+0 14.71 


48.19 



or OB8EEVATIONB. 
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D = 120* 4' 37'.50. 



Z' 


r 


cpid) ' 


n 


/ 


A 


B 


P 


V 


Date. 


• 


# 


» 


» 










• 




-0.10 


-0.24 


-0.06 


! +0.40 


+1.29 


+1.63 


+0.93 






-0.07 


1891. Sept. 3 


.10 


.31 


.06 


+0.19 


1.30 


1 64 


0.89 






- .28 


4 


.10 


.38 


.06 


+0.54 


1.32 


1.66 


0.87 






+ .07 


5 


.10 


.45 


.06 


+0.73 


1.37 


1.70 


0.78 






+ .26 


8 


.10 


.37 


.07 


+0.24 


1.38 


1.74 


75 






- .23 


9 


.10 


.40 


.07 


+0.75 


1.42 


1.75 


0.66 






+ .28 


12 


.10 


.40 


.07 


+0.53 


1.44 


1.77 


0.62 






+ .06 


13 


.10 


.57 


.07 


+0.99 


1.46 


1.79 


56 






+ .52 


15 


.10 


.73 


.08 


+0.11 


1.48 


1.81 


0.50 






- .36 


17 


.10 


.70 


.08 


+0.21 


1.52 


1.84 


0.40 




' 


- .26 


20 


.10 


.60 


.07 


+0.77 


1.54 


1.85 


0.33 






+ .30 


22 


.10 


.62 


.08 


+1.15 


1.54 


1.87 


29 






+ .68 


23 


.10 


.32 


.07 


+0.39 


1.58 


1.90 


+0.09 






+ .12 


29 


.10 


.18 


.07 


-0.56 


1.60 


1.92 


-0 11 




.5 


-1.03 


Oct 5 


.10 


.28 


.07 


' +0.62 


1 61 


1.92 


0.18 






+ .15 


7 


.10 


.34 


.07 


! +0.17 


1.61 


1.91 


0.28 






- .30 


10 


-0.10 


-0.22 


-0.C6 


1 -0.45 

1 


+ 1.61 


+ 1.91 


-0.30 






-0.92 


11 



D=120^ 3' 48'.00. 



« 


• 


• 


» 










• 




-0.03 


-0.38 


0.00 


-0.24 


-0.81 


+0.01 


+ 1.84 


1. 


-0.20 


1891 July 5 


-0.03 


- .31 


.00 


+C.15 


-0.71 


+0.16 


+1.84 


1. 


+ 0.18 
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TABULATIB BBSULT8 



.XV 6 Ophiuchi. t CetL 



Date. 


Obs'r. 


Temp. 


K 


d 


R 


A 


A 






div. 


9 


1 » 


1 9 


t 9 


9 


1890. Sep. 21 


F. 


+26.8 


+0.84 


+5 12.29 


+8 11.06 


-0 29.66 


51.08 


22 


C 


+25.5 


+ .84 


18.52 


10.74 


29.97 


54.68 


27 


F. 


+16.6 


+ .84 


8.45 


16.25 


81.44 


53.60 


28 


C. 


+23.6 


+ .84 


18.81 


18.29 


81.70 


56.24 


29 


F. 


- +28.2 


+ .84 


14.57 


11.27 


81.96 


64.22 


80 


C. 


+27.5 


+ .84 


16.12 


10.73 


82.20 


64.99 


Oct. 18 


C. 


+17.0 


+ .60 


18.78 


9.97 


84.58 


54.72 


14 


C. 


+16.2 


+ .18 


18.14 


11.89 


84.65 


55.56 


17 


F. 


+21.8 


+ .84 


17.49 


11.84 


84.91 


64.26 


18 


C. 


+18.4 


+ .84 


14.42 


14.24 


84.97 


54.08 


20 


C. 


+16.4 


+ .84 


15.74 


14.24 


85.09 


55.28 


22 


0. 


+18.6 


+ .84 


17.29 


12.82 


85.15 


55.80 


28 


F. 


+18.0 


+ .84 


16.52 


12.47 


85.17 


64.16 


26 


C. 


+ 6.6 


+ .84 


10.68 


18.20 


85.15 


54.02 


Nov. 4 


C. 


+ 4.0 


+ .84 


5 11.72 


17,10 


~ 84.52 


54.64 


1891 May 17 


C. 


+18.5 


- .08 


4 8.95 


18.05 


+ 81.71 


58.68 


22 


F. 


+10.9 


- .08 


8.00 


16.59 


80.84 


54.90 


28 


C. 


+14.4 


- .08 


9.40 


14.51 


80.04 


58.92 


25 


C. 


+ 8.8 


- .08 


7.54 


17.52 


29.42 


54.45 


27 


0. 


+20.2 


- .08 


12.72 


18.07 


28.75 


54.51 


28 


F. 


+20.2 


- .08 


15.02 


12.88 


28.41 


55.78 


29 


C. 


+22.5 


- .08 


14.68 


11.89 


28.05 


54.04 


June 4 


C. 


+14.8 


- .08 


12.14 


15.69 


25.79 


58.59 


7 


F. 


+18.8 


- .08 


15.68 


18.26 


24.56 


58.42 


9 


F. 


+85.5 


- .08 


25.00 


6.18 


28.72 


54.82 


10 


C. 


+29.0 


-0.08 


+4 22.56 


+8 9.05 


+0 28.28 


54.86 



0¥ 0BB1EVATI0NS« 
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D = 190* r 54'. 00. 



f* 


r 


<p(d) 


n 


/ 


A 


B 


P 


V 


Date. 


9 

+0.01 


9 

-0.84 


9 


9 

+0.80 


+1.46 


+1.84 


+0.87 


0.6 


9 

+0.88 


1890. Sept 21 


.01 


.84 


-0.47 


+0.17 


1.47 


1.86 


0.88 


1. 


+ .20 


22 


.01 


.95 
.26 












0. 

1. 




27 


.01 


.47 


-0.62 


1.66 


1.89 


0.18 


- .49 


28 


.01 


.28 




+0.05 


1.66 


1.90 


0.10 


0.6 


+ .08 


29 


.01 


.26 


.48 


-0.26 


1.67 


1.90 


+0.06 


1. 


- .28 


80 


.01 


.22 


.48 


-0.08 


1.69 


1.90 


-0.88 


0.6 


+ .01 


Oct 18 


.01 


.22 


.48 


-0.87 


1.69 


1.90 


0.40 


0.6 


- .88 


14 


.01 


.28 

.22r 




-0.04 
+0.65 


1.71 
1.71 


1.88 

1.87 


0.60 
0.68 


0.6 
1. 


.00 
+ .69 


17 


.01 


.47 


18 


.01 


.22 


.48 


-0.64 


1.71 


1.86 


0.60 


1. 


- .60 


20 


.01 


.28 


.48 


-0.60 


1.72 


1.88 


0.66 


1. 


- .66 


22 


.01 


.23 
.18 




+0.06 
+0.66 


1.72 
1.72 


1.82 
1.79 


0.70 
0.79 


0.6 
1. 


+ .10 
+ .60 


2S 


.01 


.46 


26 


.01 


.18 


.46 


-0.06 


+1.69 


+1.68 


-1.07 


1. 


- .01 


NoY. 4 


.08 


.18 


.80 


+0.78 


-1.65 


-1.42 


+1.86 


0.6 


+1.01 


1891. May 17 


.03 


.19 
.28 




-0.78 
+0 69 


1.49 
1.47 


1.29 
1.26 


1.46 
1.48 


0.6 
1. 


- .60 

+ .82 


22 


.Od 


.80 


28 


M 


.19 


.80 


+0.02 


1.44 


1.20 


1.62 


0.6 


+ .24 


26 


.08 


.29 


.81 


+0.07 


1.41 


1.14 


1.66 


1. 


+ .29 


27 


.02 


.29 
.80 












0. 
1. 


+ .76 


28 


.02 


.81 


+0.66 


1.87 


1.08 


1.68 


29 


.02 


.21 


.81 


+0.91 


1.26 


0.90 


1.67 


1. 


+1.11 


June 4 


.02 


.28 




+0.79 


1.20 


0.81 


1.71 


0.6 


+ .99 


7 


.02 


.84 
-0.84 




-0.60 
-0.20 


1.16 
-1.18 


0.75 
-0.72 


1.78 

+1.74 


0.6 
1. 


- .81 
-0.01 


9 


+0.02 


-0.84 


10 
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TABULATBD RESULTS 



d OphiuchL t Ceti. — Ck)Dtinued. 



Date. 


Obe'r. 


Temp. 


K 


d 


R 


A 


J 






div. 


w 


1 r 


1 * 


1 w 


• 


1891.Junell 


F. 


+27.9 


-0.03 


+4 18.95 


+3 10.44 


+0 22.83 


52.19 


13 


F. 


86.5 


- .03 


27. CO 


6.45 


21.93 


55.44 


15 


F. 


41.2 


- .03 


4 29.89 


4.65 


+ 21.01 


55.52 


Sept. 3 


C. 


24.3 


- .03 


5 4.75 


11.99 


- 22.48 


54.23 


8 


C. 


30.8 


- .03 


9.15 


10.48 


24.68 


54.93 


9 


C. 


35.0 


- .08 


10.30 


9.11 


25.11 


54.27 


12 


C. 


35.6 


- .03 


14.09 


7.32 


26.82 


55.06 


13 


C. 


30.0 


- .03 


12.16 


9.79 


26.71 


55.21 


15 


C. 


37.3 


- .03 


15.40 


6.90 


27.47 


64.80 


17 


C. 


52.5 


- .03 


21.11 


2.06 


28.20 


54.94 


20 


C. 


52.5 


- .03 


22.72 


1.91 


29.24 


55.36 


21 


C. 


53.7 


- .03 


22.69 


2.18 


29.57 


55.27 


22 


c. 


48.4 


- .03 


20.94 


3.67 


29.89 


54.69 


23 


c. 


46.2 


- .03 


21.73 


3.54 


30.20 


55.04 


29 


c. 


23.1 


- .03 . 


14.46 


12.55 


81.89 


55.09 


Oct. 5 


c. 


15.4 


- .03 


13.40 


14.69 


33.24 


54.83 


7 


c. 


19.1 


- .03 


15.29 


13.07 


33.62 


54.71 


10 


c. 


26.9 


- .03 


18.64 


11.02 


34.11 


55.53 


11 


c. 


15.8 


- .03 


J3.17 


16.32 


34.25 


55.21 


15 


c. 


6.8 


- .03 


12.01 


17.85 


34.72 


65.11 


19 


c. 


15.2 


- .03 


14.82 


14.78 


85.03 


54.54 


20 


c. 


19.3 


- .03 


17.88 


12.62 


35.08 


56.39 


22 


c. 


+ 9.4 


-0.03 


+5 12.85 


+3 17.57 


-0 35.15 


54.74 
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D=120*' r 64'.00 



M 


r 


-7>(d) 


n 


f 


A 


B 


P 


V 


Date. 


+0.03 
.02 


w 

-0.34 
.34 
.50 
.22 


m 


» 








0. 
0.5 
0.5 
0.5 


-0.95 

- .87 
+ .45 


1891. June 11 




-1.12 
-1.04 
+0.41 


-1.08 
-1.03 
+1.10 


-0.63 
-0.57 
+1.63 


+1.77 
1.77 
0.92 


13 


.02 




15 


.02 


-0.44 


Sept. 8 


.02 


.40 


.46 


-0.08 


1.20 


1.70 


0.78 


1. 


- .04 


8 


.02 


.82 


.46 


+0.49 


1.23 


1.72 


0.75 


0.5 


+ .52 


9 


.02 


.35 


.47 


-0.26 


1.29 


1.75 


0.66 ' 

j 


1. 


- .23 


12 


.02 


.36 


.47 


-0.40 


1.31 


1.77 


0.62 


1. 


- .87 


18 


.02 


.50 


.48 


+0.16 


1.34 


1.79 


0.56 


1. 


+ .19 


15 


.02 


.61 


.49 


+0.14 


1.38 


1.81 


0.60 


1. 


+ .17 


17 


.02 


.60 


.50 


-0.29 


1.43 


1.84 


0.40 


0.5 


- .26 


20 


.02 


.54 


.50 


-0.25 


1.45 


1.85 


0.37 


1. 


- .22 


21 


.02 


.50 


.49 


+0.28 


1.47 


1.86 


0.83 


1. 


+ .31 


22 


.02 


.52 


.49 


-0.05 


1.48 


1.87 


0.29 


1. 


- .02 


28 


.02 


.81 


.47 


-0.33 


1.55 


1.90 


+0.09 


1. 


- .30 


29 


.02 


.19 


.47 


-0.18 


1.62 


1.92 


-0.11 


0.5 


- .15 


Oct. 6 


.02 


.28 


.48 


+0.03 


1.64 


1.92 


0.18 


1. 


+ .06 


7 


.02 


.32 


.49 


-0.73 


1.67 


1.91 


0.28 


1. 


- .70 


10 


.02 


.28 


.47 


-0.53 


1.67 


1.91 


0.31 


1. 


- .50 


11 


.02 


.15 


.47 


-0.51 


1.70 


1.89 


0.44 


1. 


- .47 


15 


.02 


.20 


.47 


+0.11 


1.71 


1.86 


0.56 


1. 


+ .15 


19 


.02 


.21 


.48 


-0.72 


1.71 


1.86 


0.60 


1. 


- .68 


20 


+0.02 


-0.13 


-0.47 


-0.16 


+1.72 


+1.84 


-0.66 


1. 


-0.12 


22 
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TABtTLATBD RESULTS 



C (8). U Ophiuchi. / Piscium. 



Date. 


Obe'r. 


Temp. 


K 


d 


E 


A 


J 






div. 


« 


t » 


1 B 


1 9 


9 


1890. Sep. 23 


F. 


+23.6 


+0.85 


+6 26.63 


+8 14.00 


-0 21.07 


19.91 


28 


C. 


+24.2 


+ .85 


32.77 


14.78 


28.27 


24.58 


80 


C. 


+25.2 


+ .35 


35.88 


13.07 


24.06 


24.74 


Oct. 14 


C. 


+18.9 


+ .85 


88.98 


14.82 


28.89 


24.71 


17 


F. 


+20.3 


+ .85 


89.58 


18.88 


29.78 


23.48 


18 


C. 


+18.2 


+ .28 


38.04 


15.99 


29.98 


24.28 


20 


C. 


+15.2 


+ .85 


39.37 


16.32 


30 47 


25.67 


21 


F. 


+12.8 


+ .47 


6 84.26 


17.47 


- 80.70 


21.60 


1891. July 15 


C. 


+38.7 


- .02 


5 59.87 


9.60 


+ 15.81 


L25.26 


Sept 7 


C. 


+25.4 


- .02 


6 24.56 


13.47 


- 13.80 


24.71 


8 


C. 


+27.4 


- .02 


24.76 


18.29 


18.82 


24.21 


12 


C. 


+85.9 


- .02 


31.21 


8.81 


15.84 


24.16 


18 


C. 


+28.5 


- .02 


28.58 


11.92 


16.38 


24.15 


15 


C. 


+85.6 


- .02 


82.05 


9.14 


17.32 


28.85 


17 


C. 


+51.4 


- .02 


89.34 


4.08 


18.27 


25.08 


29 


C. 


+21.0 


- .02 


82.67 


14.92 


23.57 


24.00 


Oct. 16 


C. 


+ 4.9 


- .02 


83.28 


20.17 


29.11 


24.32 


19 


C. 


+12.2 


-0.02 


+6 37.17 


+8 17.46 


-0 30.16 


24.45 
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D = 120' 9' 24'.00. 



^ 


r 


<p{d) 


n 


/ 


A 


B 


P 


V 

\ 


Date. 


B 











B 




+0.05 
.05 


—0 IK) 












0. 




1890. Sept. 23 
28 


.25 


-0.74 


+0.86 


+1.13 


+1.89 


+0.18 


1. 


-0.04 


.05 


.25 


.75 


+0.21 


1.17 


1.90 


+0.06 


1. 


- .19 


80 


.05 


.24 


.76 


+0.24 


1.41 


1.90 


-0.40 


1. 


- .16 


Oct 14 


05 


.23 
.23 












0. 
0.5 




17 


.05 


.76 


+0.66 


1.47 


1.87 


0.53 


+ .26 


18 


.05 


.23 


.77 


-0.62 


+1.49 


1.86 


-0.60 


1. 


-1.02 


20 


.05 


.28 
.33 












0. 
1. 




21 


.10 


.62 


-0.41 


-0.77 


0.33 


+1.81 


- .74 


1891. July 15 


.12 


.24 


.71 


+0.12 


+0.65 


1.69 


0.81 


1. 


- .28 


Sept. 7 


.12 


.89 


.71 


+0.77 


0.67 


1.70 


0.78 


1. 


+ .87 


8 


.12 


.82 


.78 


+0.77 


0.77 


1.75 


0.66 


1. 


+ .37 


12 


.12 


.85 


.72 


+0.80 


0.80 


1.77 


0.63 


1. 


+ .40 


18 


.12 


.47 


.74 


+1.24 


0.85 


1.79 


0.56 


1. 


+ .84 


15 


.12 


.56 


.77 


+0.13 


0.89 


1.81 


0.50 


1. 


- .27 


17 


.12 


.80 


.74 


+0.92 


1.15 


1.90 


+0.09 


1. 


+ .52 


29 


.12 


.18 


.74 


+0.48 


1.42 


1.89 


-0.44 


1. 


+ .08 


Oct. 15 


+0.12 


-0.22 


-0.76 


+0.41 


+1.48 


+1.86 


-0.56 


1. 


+0.01 


19 
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TABULATED RESULTS 



xvir. 



B. A. C. 5903. M Piscium. 



Date. 


Obs'r. 


Temp. 


K 


d 


R 


A 


I 
A 






div. 


« 


t * 


1 w 


1 w 


9 


1890. Oct. 22 


C. 


+10.4 


+0.36 


+2 56.79 


+3 15.05 


-0 29.98 


42.23 


23 


F. 


+15.9 


.36 


56.17 


14.66 


30.23 


40.96 


26 


C. 


+ 5.4 


.36 


51.03 


20.14 


30.91 


40.62 


Nov. 4 


C. 


+ 27 


.36 


53.52 


19.02 


33.43 


40.47 


5 


F. 


+22.3 


.36 


61.17 


11.71 


33.56 


1 40.68 


10 


C. 


+ 0.4 


.36 


50.13 


23.63 


33.02 


1 40.10 


11 


F. 


+ 6.7 


.36 


55.31 


19.74 


33.08 


t 42.33 


12 


C. 


+ 9.5 


.86 


56.32 


18.62 


83.13 


42.17 


13 


F. 


+15.7 


.36 


59.04 


14.50 


33.17 


40.73 


18 


C. 


+14.2 


.36 


57.78 


15.30 


83.23 


'40.21 


19 


F. 


+11.5 


.36 


56.06 


18.07 


33.20 


41.29 


20 


C. 


+15.8 


+ .36 


58.39 


15.51 


- 33.17 


41.09 


1891. June 10 


C. 


+27.2 


- .02 


2 0.74 


11.21 


+ 80.13 


42.06 


11 


F. 


+27.4 


.02 


1 67.92 


12.07 


29.89 


39.86 


13 


F. 


+36.3 1 


.02 


2 3.50 


7.94 


29.39 


40.81 


15 


F. 


+40.7 


.02 


6.47 


6.29 


28.86 


41.60 


21 


C. 


+32.9 , 


.02 


6.70 


7.73 


27.08 


41.49 


32 


C. 


+34.4 


.02 


6.51 


8.83 


26.75 


43.07 


July 3 


C. 


+30.6 1 


.02 


8.82 


10.16 


22.72 


41.68 


4 


C. 


+26.1 


.02 


6.76 


12.39 


22.32 


4i.45 


5 


C. 


+80.3 


.02 


9.81 


10.39 


21.91 


42.09 


9 


C. 


+24.8 


.02 


8.48 


13.37 


20.20 


42.03 


11 


C. 


+36 4 


.02 


14.12 


8.24 


+ 19.32 


41.66 


Oct. 20 


C. 


+17.3 


.02 


56.16 


14.77 


- 29.40 


41.51 


22 


C. 


+ 7.9 


.02 


53.94 


19.44 


29.92 


43.44 


23 


C. 


+25.8 


-0.02 


+2 61.39 


+3 11.42 


-0 30.16 


42.68 



* Observer notes: ** Bad night and poor measures.'^ 



01* OBSBBYATIONS. 
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D = 120' 6' 40*. 60. 



-0.81 
.81 



.33 
.33 
.33 
.83 
.33 
.83 
.38 
.56 
.66 
.66 
.56 
.56 
.56 
.57 
.57 
.58 
.60 
.59 
.70 
.70 
-0.70 



-0.23 
.23 
.11 
.10 
.27 
.09 
.09 
.14 
.16 
.12 
.18 
.22 
.35 
.35 
.37 
.55 
.57 
.89 
.84 
.82 
.86 
.30 
.45 
.20 
.11 

-0.82 



-0.15 

.14 
.15 

.14 

.15 

.15 

.16 
.07 



.08 
.08 
.08 
.08 
.08 
.08 
.08 
.15 
.14 
-0.16 



-1.04 
+0.07 
-1-0.45 
-f0.60 
-f0.41 
-fO.96 
-1.41 
-1.05 
+0.26 
+0.89 
-0.88 
+0.12 
-0.58 



+0.62 
+0.01 



+1.47 
1.48 
1.62 
1.58 
1.59 
1.61 
1.61 
1.62 
1.62 
1.62 
1.62 
+1.62 
-1.48 



1.44 
1.41 



+0.22 ! 1.32 



-0 54 I 

-0.19 

+0.02 

-0.57 

-0.56 

-0.04 

+0.04 

-0.99 

-0.95 



1.31 

l.ll 

1.10 

1.08 

0.99 

-0.95 

+1.44 

1.47 

+1.48 



A 


B 


+1.88 


-0.66 


1.83 


0.70 


1.79 


0.79 


1 68 


1.07 


1.66 


1.10 


1.58 


1.24 


1.55 


1.27 


1.68 


1.80 


1.51 


1.32 


1.40 


1.45 


1.38 


1.47 


+1.85 


-1.50 


-0.72 


+1.74 


, . 

0.63 


1.77 


0.57 


1.78 


0.89 


1.81 


0.86 


1.81 


-0.02 


1.84 


+0.01 


1.84 


0.04 


1.84 


0.16 


1.84 


0.22 


+1.83 


1.86 


-0.60 


1.84 


0.66 


+1.82 


-0.70 



1. 

0.5 

1. 

1. 

0.5 

1. 

0.5 

1. 

0.5 

0.75 

0.35 

1. 

1. 

0. 

0.25 

0.5 

1. 

1. 

1. 

1. 

1. 

1. 

1. 

1. 

1. 

1. 



-0.88 
+ .23 
+ .61 
+ .77 
+ .58 
+1.18 
-1.28 

- .87 
+ .44 
+1.08 

- .14 
+ .82 

- .27 



+ .92 
+ .31 
+ .51 

- .25 
+ .09 
+ .29 

- .81 

- .82 
+ .20 
+ .21 

- .83 
-0.79 



Date. 



1890. Oct 22 

23 
26 
Nov. 4 
5 
10 
11 
12 
13 
18 
19 
20 

1891. June 10 

11 
13 
15 
21 
22 
July 8 
4 

9 

11 

Oct. 20 

22 

28 
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TABULATED lUBSULTS 



XVIL B. A. C. 5903. /i Pisdom.— Ck>ntinaed. 



Date. 


Obs'r. 


Temp. 


K 


d 


R 


A 


J 






div. 


a 


/ w 


1 » 


1 » 


» 


1891. Oct. 26 


C. 


+15.4 


-0.02 


+2 55.85 


+8 16.70 


-0 80.85 


41.68 


28 


C 


+19.5 


.02 


58.65 


14.54 


81.26 


41.91 


Nov. 2 


C. 


+ 2.4 


.02 


51.19 


22.93 


82.12 


41.98 


5 


C. 


+12.5 


.02 


57.85 


17.00 


82.52 


41.81 


8 


C. 


+15.0 


-0.02 


+2 60.61 


+8 14.10 


-0 82.84 


41.85 



D&) 



LL 



B. D. - 0^ 258. 







div. 





/ B 


. t » 


> B 


B 


1890. Sep. 21 


F. 


+24.3 


+0.22 


-0 56.63 


+8 12.80 


-0 19.17 


56.72 


22 


C. 


+25.7 


+ .35 


56.59 


11.60 


- 19.65 


^55.71 


1891 July 11 


C. 


+86.1 


- .02 


1 80.19 


7.73 


+ 20.25 


57.77 


13 


C. 


+89.1 


- .02 


29.56 


6.05 


19.81 


•55.78 


14 


C. 


+29.0 


- .02 


31.41 


10.11 


18.83 


57.51 


15 


C. 


+84.2 


- .02 


29.92 


8.64 


+ 18.34 


57.04 


Sep 7 


C. 


+25.0 


- .02 


3.45 


12.79 


- 11.69 


57.63 


8 


C. 


+25.5^ 


- .02 


1 3.37 


13.17 


12.24 


57.54 


12 


C. 


+35.5 


- .02 


56.01 


8.14 


14.41 


57.70 


13 


C. 


+28.1 


- .02 


58.38 


11.25 


14.98 


57.92 


15 


C. 


+34.2 


- .02 


55.14 


8.82 


15.99 


57.67 


17 


C. 


+50.5 


- .02 


48.56 


3.57 


17.03 


57.96 


21 


C. 


+52.9 


- .02 


46.54 


3.80 


19.04 


57.70 


Nov. 2 


C. 


+ 0.9 


- .02 


51.92 


22.90 


83.41 


57.55 


17 


C. 


-18.9 


- .02 


57.72 


80.15 


34.61 


57.80 


24 


C. 


-13.0 


^-0.02 


-0 54.09 


+8 24.02 


-0 84.86 


•55.55 



^ Bright moonlight. Stars faint and difficult. • Much lightning. • Stars very faint and 
observation difficult. These stars are at all times peculiarly difficult to observe on account of their 
faintness. 
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D = 120« 6' 40'.50 



^ 


r 


^(d) 


n 


/ 


A 


B 


P 


V 


Date. 


9 


» 


B 


B 








* 




-0.70 


-0.16 


-0.15 


-0.17 


+1.51 


+1.79 


-0.79 




-0.01 


1891. Oct 26 


.71 


- .17 


.16 


-0.87 


1.58 


1.77 


0.85 




- .21 


28 


.71 


- .09 


.14 


-0.54 


1.57 


1.71 


1.01 




- .87 


Nov. 2 


.71 


- .17 


.16 


-0.27 


1.59 


1.66 


1.10 




- .10 


5 


-0.71 


- 28 


-0.16 


-0.25 


+1.60 


+1.61 


-1.18 




- .08 


8 



D=120<» 1' 57'.00. 



• 


• 


• 


» 










» 




—0 02 


—0 86 




+0.66 
+1.65 


+0.94 


+1.85 


+0.87 
0.33 


0.25 


+0.63 
+1.62 


1890. Sept. 21 
22 


.02 


- .86 


+0.02 


+0.96 


1.85 





5 


.04 


- .51 


.04 


-0.26 


-0.99 


0.22 


1.83 


1 




- .21 


1891. July 11 


.04 


- .58 


.04 


+1.80 


0.95 


0.28 


1.82 





5 


+1.84 


18 


.04 


- .40 


.04 


-0.11 


0.92 


0.31 


1.82 






- .07 


14 


.04 


- .44 


.04 


+0.40 


-0.90 


0.88 


1.82 






+ .44 


15 


.05 


- .28 


.02 


-0.32 


+0.57 


1.69 


0.81 






- .35 


Sept. 7 


.05 


- .48 


.02 


-0.08 


0.60 


1.70 


0.78 






- .11 


8 


.05 


- .44 


.02 


-0.28 


0.70 


1.75 


0.66 






- .26 


12 


.05 


- .41 


.02 


-0.48 


0.78 


1.77 


0.62 






- .51 


13 


.05 


- .58 


.01 


-0.05 


0.78 


1.79 


0.56 






- .08 


15 


.06 


- .79 


.01 


-0.18 


0.88 


1.81 


0.50 






- .16 


17 


.05 


- .74 


.01 


+0.08 


0.98 


1.85 


+0.37 






+ .05 


21 


.05 


- .01 


.01 


-0.50 


1.63 


1.71 


-1.01 






- .52 


Nov. 2 


.05 


+ .11 


.02 


-0.88 


1.69 


1.48 


1.42 




- .88 


17 


-0.05 


+0.08 


+0.01 


+1.41 


+1.68 


+1.25 


-1.59 


0.5 


+1.43 


24 
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TABULATED BESULTS 



XIX, I Coronae. A' AquariL 



Date. 


Obe'r. 


Temp. 


K 


d 


R 


A 


A 






div. 


a 


f m 


1 g 


t a 


B 


1890. Oct 18 


C. 


+13.4 


+0.35 


+6 19.47 


+3 16.93 


-0 30.07 


5.68 


26 


C. 


+ 6.1 


.36 


15.02 


20.45 


30.62 


6.30 


Nov. 4 


C. 


+ 1.7 


.35 


16.38 


19.54 


80.31 


5.96 


13 


F. 


+15.0 


.35 


19.20 


14.92 


29.37 


6.10 


19 


F. 


+10.6 


.85 


14.24 


18.60 


28.38 


4.86 


20 


C. 


+15.2 


.86 


18.40 


16.85 


28.13 


6.47 


21 


F. 


+15.0 


.86 


17.18 


16.82 


27.91 


6.44 


23 


F. 


+ 8.8 


+ .35 


6 15.99 


18.59 


- 27.45 


7.48 


1891. June21 


C. 


+82.6 


- .02 


5 40.90 


8.07 


+ 17.55 


6.50 


22 


c. 


+34.0 


.02 


39.48 


9.15 


17.13 


6.74 


28 


c. 


+32.8 


.02 


42.51 


8.32 


14.53 


6.34 


July 3 


c. 


+29.8 


.02 


43.12 


10.59 


12.25 


6.94 


4 


c. 


+26.6 


.02 


6 42.02 


12.'39 


+ 11.79 


6.58 


Oct. 16 


c. 


+ 8.7 


.02 


6 15.64 


20.63 


- 29.73 


6.42 


19 


c. 


+11.5 


.02 


17.86 


17.69 


30.14 


6.38 


20 


c. 


+16.4 


.02 


21.60 


15.23 


30.22 


6.69 


28 


c. 


+24.3 


.02 


24.93 


12.11 


30.41 


6.61 


Nov. 1 


c. 


+ 2.8 


.02 


13.16 


28.01 


30.48 


6.66 


10 


c. 


+ 8.8 


- .02 


+6 20.39 


+8 14.97 


-0 29.80 


6.54 
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D=120° 9' 5' 00 



M 


r 


<p{d) 


n 


/ 


A 


B 


P 


V 


Date. 


-0.03 


• 
-0.22 


-0.70 


+0.27 


+1.47 


+1.87 


-0.53 


1. 


+0.28 


1890. Oct 18 


.03 


.15 


.68 


+0.56 


1.50 


1.79 


0.79 


1. 


+ .57 


26 


.03 


.14 


.68 


-0.11 


1.49 


1.68 


1.07 


1. 


- .09 


Nov. 4 


.03 


.13 




+0.06 


1.44 


1.51 


1.82 


0.5 


+ .09 


18 


.04 


.19 




+0.87 


1.39 


1.38 


1.47 


0.5 


+ .41 


19 


.04 


.23 


.69 


-0.51 


1.88 


1.85 


1.50 


1. 


- .46 


20 


.04 


.23 




-1.17 


+1.87 


+1.33 


-1.52 


0.5 


-1.12 


21 


.04 


.17 
.52 












0. 
1. 




23 


.06 


.56 


-0.36 


-0.86 


-0.39 


+1.81 


- .28 


1891. June 21 


.06 


.84 


.56 


+0.22 


0.84 


0.36 


1.81 


0.5 


+ .89 


a 22 


.06 


.45 


.67 


+0 74 


0.71 


0.18 


1.84 


0.5 


+ .85 


6 28 


.06 


.30 


.57 


-O.Ol 


0.60 


-0.03 


1.84 


1. 


+ .09 


July 3 


.08 


.30 


.57 


-0.63 


-0.58 


+0.01 


+1.84 


1. 


- .53 


4 


.08 


.17 


.68 


-0.49 


+1.46 


1.89 


-0.44 


1. 


- .48 


Oct. 15 


.08 


.21 


.68 


+0.59 


1.48 


1.86 


0.56 


1. 


+ .60 


19 


.08 


•21 


.70 


-0.60 


1.48 


1.85 


0.60 


0.5 


- .59 


20 


.08 


.30 


.71 


-0.52 


1.49 


1.83 


0.70 


1. 


- .51 


23 


.08 


.14 


.67 


+0.23 


1.49 


1.72 


0.98 i 


1. 


+ .24 


Nov. 1 


-0.08 


-0.15 


-0.70 


+0.39 


+ 1.46 


+ 1.57 


-1.24 


1. 


+0.41 


10 



a Incomplete 
Micrometer thread 



observation, 
buckled. 



h Observer notes: Difficult and unsatisfactory observation. 
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TABULATED RSSULT8 



XX. 



5 H. Scuti. r CetL 



Date. 


ObsV. 


Temp. 


K 


d 


R 


A 


^ 






div. 


« 


1 B 


1 a 


t 9 


t 


1890. Oct 28 


F. 


+15 6 


+0.49 


+2 45.83 


+8 14.02 


+0 27.65 


32.69 


Nov. 5 


F. 


+15.6 


+ .35 


49.39 


13.18 


31.88 


81.04 


10 


C. 


- 0.9 


+ .35 


41.91 


22.41 


33.10 


31.67 


11 


F. 


+ 5.6 


+ .35 


46.49 


19.45 


38.82 


32.97 


12 


C. 


+ 7.2 


+ .35 


44.99 


18.84 


33.53 


80.65 


13 


F. 


+14.4 


+ .35 


49.34 


14.80 


88.72 


30.27 


10 


F. 


+10.5 


+ .35 


47.68 


17.63 


84.67 


80.89 


20 


C. 


+14 2 


+ .35 


49.87 


15.36 


34.79 


80.79 


21 


F. 


+14.5 


+ .35 


49.46 


16.28 


84.89 


81.15 


23 


F. 


+ 6.8 


+ .35 


48.34 


18.15 


35.08 


81.76 


27 


F. 


+ 0.4 


+ .35 


2 45.21 


21.46 


- 35.33 


81.69 


1891.June21 


C. 


+32.4 


- .03 


1 50.68 


7.23 


+ 82.97 


a 80.85 


23 


C. 


+33.3 


- .03 


50.12 


8.53 


82.75 


81.87 


July 8 


C. 


+29.4 


- .03 


52.29 


9.83 


29.76 


81.85 


4 


C. 


+25.8 


- .03 


50.71 


11.79 


29.44 


31.91 


5 


C. 


+29.5 


- .03 


52.64 


9.87 


29.11 


81.59 





C. 


+23.6 


- .03 


61.01 


12.98 


27.71 


81.67 


13 


C. 


+37.5 


- .03 


58.51 


6.59 


26.20 


81.27 


14 


C. 


+28.8 


- .03 


56.01 


10.10 


25.79 


81.87 


15 


C. 


+84.2 


- .03 


57.74 


8.50 


25.39 


81.60 


18 


C. 


+28.2 


- .03 


57.71 


10.07 


24.18 


81.88 


20 


C. 


+26.6 


- .03 


1 56.90 


12.03 


28.26 


32.16 


22 


C. 


+40.0 


- .03 


2 3.01 


6.28 


+ 22.36 


31.62 


Nov. 1 


C. 


+ 1.9 


- .03 


39.33 


22.26 


- 30.66 


30.90 


8 


C. 


+13.0 


- .03 


49.30 


14.14 


82.58 


80.88 


10 


C. 


+ 7.1 


-0.08 


+2 50.17 


+3 14.71 


-0 33.05 


81.80 



a Incomplete observation. Micrometer coincidence not eliminated. 
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D=120* 6' 81'. 51). 



^ 


r 


<p(d) 


n 


/ 


A 


B 


J 


t) V 


Date. 


+0.15 


-0.21 


m 


• 











B 


1890. Oct 28 


.15 


.21 




+0.52 


+1.55 


+1.66 


-1.10 





5 +0.87 


Nov. 5 


.15 


.09 


-0.12 


-O.Ol 


1.61 


1.58 


1.24 


1 


- .14 


10 


.16 


.13 

















11 


.16 


.12 


.13 


+0.94 


1.64 


1.53 


1.29 


1 


+ .81 


12 


.16 


.12 

















18 


.16 
.16 


12 




+0.57 


1.59 


1.38 


1.47 





5 + .44 


19 


.22 


.14 


+0.91 


1.70 


1.35 


1.49 


1 


+ .79 


20 


.16 
.16 
.16 
.27 


.22 




+0.41 


1.70 


1.83 


1.52 





5 + .29 


21 


.10 
.08 
.58 




-0.32 
-0.27 
+1.02 


1.71 
+1.73 
-1.61 


1.27 
+1.17 
-0.89 


1.56 
-1.65 

+ 1.81 








5 - .44 
5 - .88 
5 + .99 


28 




27 


.06 


1891. June 21 


.27 


.40 


.06 


-0.82 


1.60 


0.86 


1.82 




+ .28 


22 


.27 


.85 


.06 


-0.21 


1.46 


-0.03 


1.84 




- .27 


July 8 


.27 


.82 


.06 1 


-O.bO 


1.44 


+0.01 


1.84 




- .86 


4 


.27 


.87 


.06 


+0.07 


1.42 


0.04 


1.84 




+ .01 


5 


.27 


.80 


.06 


-0.08 


1.36 


0.16 


1.84 




- .15 


9 


.28 


.51 


.07 


+0 53 


1.28 


0.28 


1.83 




+ .46 


13 


.28 


.87 


.07 


-0.21 


1.26 


0.31 


1.82 




- .28 


14 


.28 


.40 


.07 


+0.09 


1.24 


0.33 


1.81 




. + .01 


15 


.28 


.80 


.07 


-0.29 


1.18 


0.42 


1.80 




- .87 


18 


.28 


.38 


.07 


-0.49 


1.13 


0.48 


1.78 




- .57 


20 


.28 


.55 


.07 


+0.22 


-1.10 


0.55 


+1.77 




+ .18 


22 


.88 


.08 


.12 


+0.47 


+1.50 


1.72 


-0.98 




+ .81 


Nov. 1 


.83 


.28 


.14 


+0.71 


1.59 


1.61 


1.19 




+ .56 


8 


+0.88 


-0.12 


-0.14 


-0.87 


+1.61 


+1.57 


-1.24 




-0.52 


10 
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TABULATED RESULTS 



XX. 



6 H. Scuti. y Ceti. — Continued. 



Date. 


Obe'r. 


Temp. 


K 




d 


R 


A 

1 » 


1 






div. 


t • 


t » 


w 


1891. Nov.17 


C. 


-19.0 


-0.03 


+2 35.48 


+3 30.13 


-0 84.35 


31.23 


28 


C. 


-25.2 


.03 


35.33 


31.82 


35.35 


81.77 


29 


C. 


-24.2 


.03 


34.25 


32.23 


35.38 


31.07 


Dec. 5 


C. 


- 49 


.03 


2 44.51 


21.61 


- 35.29 


30.83 


1893. June 29 


C. 


+25.3 


.03 


1 50.24 


11.00 


+ 30.75 


31.96 


July 4 


C. 


+29.0 


.03 


51.31 


11.50 


29.19 


31.97 


5 


C. 


+30.0 


.03 


50.06 


12.19 


28.85 


31.07 


6 


C. 


+30.4 


.03 


51.16 


13.42 


28.51 


32.06 


11 


C. 


+40.1 


-0.03 


+1 58.62 


+3 6.06 


+0 26.68 


31.33 



£(8). 



g Aquilae. a Ceti. 









div. 


« 


$ 


1 w 


1890 


Aug.29 


F. 


+29.2 


+0.35 


-3 30.50 


+3 10.17 




30 


F. 


+25.0 


.35 


33.45 


12.43 




31 


F. 


+28.6 


.35 


31.63 


11.02 




Sept. 6 


F. 


+46.4 


.35 


19.89 


2.79 




10 


F. 


+26.4 


.85 


25.91 


11.62 




16 


F. 


+13.2 


.35 


25.76 


16.26 




21 


F. 


+23.0 


.35 


19.21 


12.66 




32 


C. 


+24.3 


.35 


18.89 


11.90 




23 


F. 


+20.9 


.35 


18.02 


14.28 




37 


F. 


+11.0 


.35 


21.74 


19.10 




28 


C. 


+16.8 


.35 


19.94 


16.42 




29 


F. 


+22.8 


+0.85 


-3 15.16 


+3 13.93 



+0 5.27 
4.69 
4.10 

+ 0.54 

- 1.84 
5.41 
8.88 
8.95 
9.54 
11.83 
12.40 

-0 12.96 



45.29 
44.03 
43.84 
43.79 
44.22 
45.44 
45.42 
44.41 
47.07 
45.88 
44.43 
46.16 
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D=120« 5' 8r.50 



^ 


r 


<p{d) . 


n 


/ 


.4 


B i 


P 


V 


Date. 


» 


tf 


* 


a 










* 




4-0.34 


-0.02 


-0.13 


+0.07 


+1.68 


+ 1.43 


,1 

-1.42 \\ 1. 

1 


-0.06 


1891. Nov 17 


.35 


.00 


.12 


-0.50 


1.73 


1.14 


1.67 J 1 




- .61 


28 


.35 


- .01 


.12 


+0.21 


1.73 


1.12 


1.69 


1 




+ .11 


29 


.35 


- .06 


.13 


+0.51 


+1.72 


+0.95 


-1.81 1 


1 




+ .41 


Dec. 5 


.45 


- 30 


.06 


-0.55 


-1.51 


-0.15 


+1.84 1 1 




- .60 


1892. June 29 


.45 


- .87 


.06 


-0.49 


1.43 


0.00 


1.84 


1 




- .55 


Julj 4 


.45 


- .38 


.06 


+0.42 


1.41 


+0.04 


1.84 


1 




+ .86 


5 


.45 


- .89 


.06 


-0.56 


1.40 


0.07 


1.84 


1 




- .68 


6 


+0.46 


-0.60 


-0.07 


+0.38 


-1.30 


+0 22 


+1.83 


1 
1 




+0.31 


11 



D=119^ 59' 45'.00. 



* 


V 


+0.04 


-0.28 


.04 


- .26 


.04 


- .28 


.05 


- .77 


.05 


- .87 


.05 


- .17 


.05 


- .34 


.05 


- .38 


.05 


- .80 


.05 


- .09 


.05 


- .22 


+0.05 


-0.28 



+0.19 



+0.19 



-0.05 
+ 1.20 
+1.40 
+1.93 
+1.10 
-0.32 
-0.13 
+0.73 



+0.55 



-0.24 
0.23 
0.20 
-0.02 
+0.09 
0.27 
0.41 
0.44 



+0.61 



+1.55 
1.56 
1.58 
1.67 
1.73 
1.80 
1.84 
1.85 



+1.89 



+ 1.05 
1.03 
1.00 
0.84 
0.72 
0.53 
0.38 
0.33 



+0.13 







* 






0.5 


-0.46 


1890. Aug 


.29 


0.5 


+ 


.79 




80 


0.5 


+ 


.99 




31 


0.5 


+1.51 


Sept 


. 6 


0.5 


+ 


.68 




10 


0.5 


- 


.74 




16 


0.5 


— 


.55 




21 


1. 


+ 


.81 




22 


0. 








23 











917 


1. 


+0.18 


28 











f*9 
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TABULATED RESULTS 



E (8). g Aquilae. a Ceti.— Continued. 



Date. 


Obs'r. 


1 

Temp. 


K 


d 


R 


A 


^ 






div. 


* 


1 * 


t w 


1 • 


V 


1890. Oct. 14 


C. 


+ 13.3 


+0.35 


-3 8.68 


+3 18.87 


-0 2(».90 


44.64 


• 18 


C 


+ 18.3 


+ .35 


8.93 


15.17 


33.83 


43.77 


20 


C. 


+13.6 


+ .35 


8.37 


16.40 


33.73 


i 44.65 


33 


C. 


+ 11.8 


+ .35 


8.30 


15.94 


24.63 


43.37 


26 


C. 


+ 5.5 


+ .35 


9.45 


19.44 


36.31 


44.03 


Nov. 4 


C. 


+ 1.7 


+ .35 


5.15 


18.53 


39.66 


44.07 


11 


F. 


+ 5.3 


+ .35 


8 8.78 


19.64 


81.78 


44.43 


19 


F. 


+11.4 


+ .35 


3 59.30 


17.48 


- 83.60 


45.08 


1891 July 11 


C. 


+36.6 


- .03 


3 51.79 


7.53 


+ 39.10 


44.83 


13 


C. 


+35.5 


- .03 


50.74 


7.17 


38.48 


44.88 


14 


C. 


+38.6 


- .03 


53.13 


10.35 


38.07 


46.18 


15 


0. 


+34.0 


- .03 


60.46 


8.63 


27.71 


45.86 


18 


C. 


+37.8 


- .03 


53.11 


10.36 


36.60 


1 44.73 

i 


30 


C. 


+36.9 


- .03 


53.83 


11.95 


35.83 


44.43 


33 


C. 


+39.8 


- .03 


46.44 


6 43 


+ 35.01 


44.97 


Oct. 16 


C. 


+ 1.6 


- .03 


14.65 


20.58 


- 31.33 


44.68 


33 


C. 


+33.3 


- .03 


3.97 


11.68 


34.91 


43.78 


Nov. 1 


C. 


+ 1.6 


- .03 


3 9.66 


23.46 


88.48 


44.80 


10 


C. 


+ 6.3 


- .03 


3 58.41 


15.09 


81.88 


45.38 


38 


C. 


-25.7 


- .03 


73 63 


33.13 


84 79* 


43.69 


39 


a 


-35.3 


- .03 


73.60 


83.69 


84.89 


44.18 


Dec. 5 


c. 


- 5.0 


- .03 


63.55 


31.77 


35.30 


143.00 


10 


c. 


+ 8.1 


- .03 


57.53 


18.36 


- 85.16 


45.66 


1893. June 29 


c. 


+35.3 


- .03 


57.70 


11.16 


+ 83.37 


45.71 


July 4 


c. 


+38.6 


- .03 


57.80 


11.78 


80.99 


44.95 


5 


c. 


+30.0 


- .03 


57.93 


13.35 


30.71 


45.03 


6 


c. 


+81.0 


-0.03 


-3 57.87 


+3 13.81 


+0 80.42 


44.88 



1 Seen at intervals through gathering clouds. 
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D=110^ 69' 45'.00 



+0.05 
.06 
.06 
.06 
M 
.06 
.06 
.06 
.11 
.11 
.11 
.12 
.12 
.12 
.12 
.12 
.12 
.13 
.13 
.13 
.13 
.13 
.13 
.16 
.16 
.16 

+0.16 



r 


<p{d) 


9 





-0.17 


+0.17 


.17 


.17 


.17 


.17 


.17 


.17 


.03 


.17 


.01 


.17 


.03 




.17 




.55 


.26 


.58 


.26 


.41 


.27 


.47 


.26 


.33 


.26 


.42 


.27 


.66 


.25 


.12 


.18 


- .31 


.16 


+ .03 


.17 


.04 


.16 


.25 


.18 


.25 


.18 


+ .08 


.16 


- .04 


.15 


.86 


.16 


.40 


.16 


.43 


.16 


-0.45 


+0.16 



+0.31 
+1.17 
+0.29 
+1.57 
+0.77 
+0.71 
+0.54 
+0.08 
+0.36 
+0.88 
-0.15 
-0.77 
+0.22 
+0.60 
+0.32 
+0.14 
+1.25 
+0.37 
-0.61 
+0.75 
+0.26 
+1.63 
-0.90 
-0.67 
+0.13 
+0.09 
+0.25 



+1.03 

l.ll 

1.16 

1.20 

1.29 

1.45 

1.65 

+1.64 

-1.42 

1.39 

1.87 

1.85 

1.80 

1.26 

-1.22 

+1.04 

1.22 

1.39 

1.54 

1.70 

1.71 

1.72 

+1.72 

-1.57 

1.52 

1.51 

-1 49 



A 


B 


P 


V 


+1.90 


-0.40 




-0.11 


1.88 


0.5) 






+ .76 


1.85 


0.60 






- .12 


1.83 


0.66 






+1.16 


1.79 


0.79 






+ .36 


1.68 


1.07 






+ .81 


1.55 


1.27 






+ .13 


1.88 


-1.47 






- .80 


0.22 


+1.83 






+ .03 


0.28 


1.83 


1 I 




+ .05 


0.80 


1.82 






- .48 


0.83 


1.81 






-1.11 


0.42 


1.79 






- .12 


0.48 


1.78 






+ .26 


0.54 


+ 1.76 






- .02 


1.89 


-0.44 






- .27 


1.83 


0.70 






+ .84 


1.65 


0.98 






- .05 


1.57 


1.21 






-1.02 


1.15 


1.67 






+ .88 


1.12 


1.69 






- .10 


0.95 


1.81 




5 


+1.27 


+0.80 


-1.88 






-1.25 


-0.15 


+1.84 






- .98 


+0.01 


1.84 






- .19 


0.04 


1.84 






- .23 


+0.07 


+1.84 






-0.08 



Date. 



1890. Oct. 14 

18 
20 
22 
26 
Nov. 4 
11 
19 

1891. July 11 

13 
14 
15 
18 
20 
22 

Oct 15 
23 

Nov. 1 
10 
28 
29 

Dec. 5 
10 

1892. June 29 
July 4 

5 
6 
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TABULATED RESULTS 



XXL V Aquilae. / Tauri. 



Date. 


OWr. 


Temp. 


K 


d 


R 


A 


A 






div. 


• 


t * 


f a 


1 » 


a 


1890. Nov. 5 


F. 


+14.3 


+0.36 


+4 47.03 


+3 14.69 


-0 25.40 


86.68 


10 


C. 


- 2 1 


.36 


40.44 


23.95 


27 28 


37.47 


12 


C. 


+ 5.8 


.36 


44.44 


20.49 


27.98 


37.31 


13 


F. 


+13.5 


.36 


48 97 


15.71 


28.82 


36.72 


18 


C. 


+ 12.4 


.36 


50.31 


16.50 


29.88 


37.29 


20 


C. 


+13 


.86 


51.15 


16.94 


30.44 


38.01 


21 


F. 


+13.4 


.36 


50.65 


17.88 


30.70 


88.19 


23 


F. 


+ 5.5 


.30 


48.62 


19.58 


31.20 


37.36 


27 


F. 


- 1.0 


.36 


47.50 


23.14 


32.10 


88.90 


Dec. 9 


F. 


- 4.0 


.36 


51.40 


20.00 


33.80 


37.96 


17 


F. 


- 3 2 


+ .36 


4 46.17 


24.34 


- 34.10 


36.77 


1891. July 3 


C. 


+29.5 


- .02 


3 53.95 


10.92 


+ 32 67 


87.52 


4 


C. 


+26.0 


.02 


53.20 


12.82 


32.51 


88.51 


5 


C. 


+28.8 


.02 


51.15 


11.12 


82.34 


87.59 


9 


C. 


+23.1 


.02 


51.77 


14.30 


31.55 


87.60 


11 


C. 


+36.2 


.02 


58.09 


8.70 


31.10 


37.87 


13 


C. 


+34.6 


.02 


59.39 


8.51 


30.62 


38.50 


14 


C. 


+28.2 


.02 


55.51 


11.45 


30.36 


37.30 


15 


C. 


+33.5 


.02 


57.93 


9.79 


30.10 


37.80 


18 


C. 


+27.0 


.02 


57.00 


11.58 


29.27 


37.83 


20 


C. 


+26.9 


.02 


3 55.95 


12.98 


28.67 


37.58 


22 


C. 


+39.3 


.02 


4 2.53 


7.60 


+ 28.04 


88.15 


Nov.17 


C. 


-19.5 


.02 


35.88 


31.56 


- 29.51 


37.91 


28 


C. 


-26.1 


.02 


36.49 


33.40 


82.25 


37.62 


29 


C. 


-26.0 


.02 


36.14 


84.m» 


32.43 


87.78 


Dec. 1 


C. 


+ 2.0 


-0.02 


+4 53.33 


+3 18.59 


-0 32.79 


J89.ll 



^ A hurried set of measures. 
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D=120' 7' 37'.00. 



f^ 


r 

9 


<p(d) 

• 


n 


/ 


A 


B 


P 


V 


Date. 


» 


* 






» 




-0.02 


—0.18 




+0.52 
+0.07 


+ 1.24 
1.33 


+1.66 
1 58 


-1.10 


0.5 


+0.64 
+ .20 


1890. Nov. 5 


.02 


.14 


-0.38 


1.25 


1. 


10 


.02 


.16 


.39 


+0.26 


1.87 


1.53 


1.27 


1. 


+ .39 


12 


.03 


.ij; 




+0.43 


1.89 


1.51 


1.32 


0.5 


+ .73 


13 


.02 


.13 


.40 


+0.20 


1.46 


1.40 


1.45 


1. 


+ .56 


18 


.02 


.23 


.40 


-0.36 


1.49 


1.35 


1.50 


1. 


- .21 


20 


.02 


.17 
.16 




-1.00 
-0.18 


1.50 
1.53 


1.33 
1.27 


1.54 
1.56 


0.5 
0.5 


- .85 

- .08 


21 


.02 





28 


.02 


.14 
.13 
.13 












0. 

0.5 

0.5 




27 


.02 




-0.81 
+0.89 


1.65 
+1.66 


0.82 

+0.56 


* * 

1.87 

-1.99 


- .64 

+ .58 


Dec. 9 


.03 




17 


.04 


.83 


.27 


+0.12 


-1.59 


-0.02 


+1.84 


1. 


+ .88 


1891. July 8t 


.04 


.82 


.27 


-0.88 


1.59 


+0.01 


1.84 


1. 


- .67 


4 


.04 


.35 


.27 


+0.07 


1.58 


0.04 


1.84 


1. 


+ .28 


5 


.04 


.29 


.V6 


' -0.01 


1 55 


0.16 


1 84 


1. 


+ .19 


9 


.04 


.42 


.28 


-0.13 


1.52 


0.22 


1.84 


1. 


+ .07 


11 


.04 


.47 


.28 


-0.71 


1.50 


0.28 


1.83 


1. 


- .52 


13 


.04 


.35 


.27 


+0.86 


1.49 


0.31 


1.83 


1. 


+ .55 


14 


.04 


.37 


.28 


-0.11 


1.47 


0.83 


1.82 


1. 


+ .08 


15 


.04 


.28 


.28 


-0.28 


1.43 


0.42 


1.80 


1. 


- .04 


18 


.04 


.37 


.27 


+0.10 


1.40 


0.48 


1 78 


i 1- 


+ .29 


20 


.04 


.51 


.28 


-0.32 


-1.87 


0.54 


+1.77 


ii. 


- .14 


22 


.05 


.10 


.87 


-0.89 


+1.45 


1.43 


-1.42 


1. 


- .25 


Nov. 17 


.05 


.09 


.37 


-0.11 


1.57 


1.15 


1.67 


1. 


+ .05 


28 


.05 


.09 


.37 


-0.27 


1.58 


1.12 


1.69 


1. 


- .11 


29 


-0.05 


-0.18 


-0.41 


-1.47 


+1.60 


+1.06 


-1.73 


0.5 


-1.80 


Dec. 1 
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TABULATED RESULTS 



XXL 



y Aquilae. / Tauri.— Continued. 



Date. 


Obs^r. 


Temp. 


K 


d 


R 


A 


A 






div. 


» 


1 a 


t B 


t & 


a 


1891. Dec. 5 


C. 


- 5.1 


-0.02 


+4 47.26 


+3 22.95 


-0 33.37 


36.83 


10 


C. 


+ 8.4 


.02 


52.41 


19.86 


88.85 


37.90 


11 


C. 


+ 5.7 


.03 


40.21 


28 12 


83.92 


88.89 


12 


C. 


+ 6.6 


.02 


51.11 


20.97 


83.98 


38.08 


16 


C. 


- 7.7 


.02 


46.67 


24.90 


34.10 


37.45 


17 


C. 


-12.6 


.02 


42.68 


28.95 


84.10 


87.51 


18 


c. 


- 4.2 


-0.02 


+4 46.62 


+3 25.63 


-0 34.09 


38.13 



^•(3) 



t Aquilae. 10 Tauri. 







div. 


9 


/ * 


1 » 


r * 


» 


1890. Sept. 6 


F. 


+45.6 


+0.35 


-0 21.22 


+3 3.25 


+0 5.07 


47.45 


16 


F. 


+12.4 


.35 


28.86 


16.83 


- 0.87 


47.95 


22 


C. 


+23.4 


.35 


19.94 


12.32 


4.50 


48.28 


27 


F. 


+ 10.2 


.85 


24.69 


19.48 


7.49 


47.65 


28 


C. 


+12 9 


.35 


22.23 


17.95 


8.08 


47.99 


29 


F. 


+23.9 


.22 


18.30 


14.06 


8.66 


47.32 


Oct. 14 


C. 


+ 12.9 


.48 


9.04 


14.12 


17.13 


48.43 


20 


C. 


+ 11.8 


.35 


9.11 


16.85 


20.26 


47.88 


21 


F. 


+10.5 


.22 


9.42 


17.48 


20.77 


47.51 


22 


C. 


+10.9 


.85 


7.28 


16.48 


21.25 


48.80 


26 


C. 


+ 6.4 


.35 


8.25 


19.22 


23.16 


48.16 


Nov. 4 


C. 


+ 4.5 


.35 


4.68 


18.61 


27.06 


47.27 


10 . 


C. 


- 2.4 


+0.85 


-0 5.88 


+3 23.14 


-0 29.81 


48.80 

1 



I. 
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D=120<> r 37'.00 



A 


r 


q>{d) 


n 


/ 


A 


B 


P 


V 


Date. 


» 


« 





V 










ff 




-0.05 


-0.11 


-0.39 


+0.73 


+1.63 


+0.95 


-1.81 


0.5 


+0.90 


1891. Dec. 5 


.05 


.13 


.40 


-0.33 


1.65 


0.80 


1.88 




- .14 


10 


.OS 


.15 


.40 


-0.79 


1.66 


0.76 


1.89 




- .61 


11 


.OS 


.18 


.40 


-0.50 


1.66 


0.71 


1.91 




- .31 


13 


.OS 


.12 


.89 


+0.11 


1.66 


0.59 


1.96 




+ .80 


16 


.OS 


.10 


.38 


+0.02 


1.66 


0.56 


1.98 




+ .21 


17 


-o.os 


-0.15 


-0.39 


-0.54 


+1.66 


+0 53 


-1.98 




-0.85 


18 



D=120^ 2' 48'.00. 



- 


» 


« 


1 

* 








-X4 


-0.66 





+1.07 


-0.26 


+1.67 


+0.84 


•x^ 


.17 





+0.07 


+0.0i 


1.80 


0.53 


• xs 


.86 


0.00 


-0.02 


0.22 


•1.85 


0.83 


-xe 


.83 
.23 




+0.51 

1 

+0.08 


0.37 
0.40 


1.89 
1.89 


0.16 


le 


.00 


0.18 


.ae 


.28 




+0.80 


0.42 


1.90 


+0.10 


IT 


.19 


.00 


! -0.41 


0.84 


1.90 


-0.40 


.17 


.18 


.00 


+0.18 


0.99 


1.86 


0.60 


.17 


.18 




+0.50 


1.02 


1.85 


0.63 


.17 


.19 


.00 


-0.28 


1.04 


1.83 


0.66 


.18 


.07 


.CO 


-0.27 


1.13 


1.79 


0.79 


.18 


.07 


.00 


+0.63 


1.32 


1.68 


1.07 


+0.19 


-0.08 


.00 


-0.46 


+1.44 


+1.57 


-1.24 





« 




0.5 


+ 1.03 


1890. Sept. 6 


0.6 


+ .03 


16 


1. 


- .06 


23 


0.6 


+ .47 


27 


1. 


+ .04 


28 


0.5 


+ .76 


29 


1. 


- .44 


Oct. 14 


1. 


+ .15 


20 


0.5 


+ .47 


21 


1. 


- .31 


23 


1. 


- .80 


26 


1. 


+ .59 


Nov. 4 


1. 


- .49 


10 
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TABULATED RESULTS 



i^(3). 



1 Aquilae. 10 Tauri.— Conticued. 



Date. 


Obe'r. 


Temp. 


K 


d 


R 


A 


A 






div. 


« 


' 


* 


t m 


t 9 


m 


1890. Nov. 11 


F. 


+ 4.3 


+0.85 


-0 


3.47 


+3 20.10 


-0 29.66 


47.33 


12 


C. 


+ 4 1 


.35 


- 


3.02 


20.21 


29 98 


47.56 


13 


F. 


+ 12.7 


.22 


+ 


3.77 


15.15 


80.31 


48.83 


19 


F. 


+11.4 


.22 


+ 


2.88 


17.57 


82.07 


48.55 


20 


C. 


+11.9 


.35 


+ 


3.89 


16.18 


32.33 


48.09 


27 


F. 


- 25 


+ .22 


- 


1.61 


22.69 


- 33.86 


47.44 


1891. July 9 


C. 


+22.9 


- .02 




57.38 


13.66 


+ 82 10 


48.26 


11 


C. 


+85.6 


.02 




50.92 


8.04 


81.59 


48.69 


13 


C. 


-1-33.0 


.02 




50.41 


8.13 


31.04 


48.74 


14 


C. 


+27.7 


.02 




68.28 


10.72 


30.75 


48.17 


15 


C. 


+33.0 


.02 




51.07 


9.07 


30.45 


48.48 


18 


C. 


+26.9 


.03 




52.74 


10.78 


29.62 


47.49 


20 


C. 


+26.6 


.02 




53.08 


12.14 


28.85 


47.89 


22 


C. 


+38.7 


.02 


- 


46.65 


6.98 


+ 28.16 


48.41 


Nov. 10 


C. 


+ 6.0 


.02 


+ 


2.80 


15.36 


- 29.21 


48.98 


17 


C. 


-20.0 


.02 


- 


12.36 


80.87 


81.45 


47.04 


28 


C. 


-26.8 


.02 


- 


11.69 


32.81 


83.99 


47.11 


29 


C. 


-26.8 


.02 


- 


12.23 


33.44 


34.17 


47.02 


Dec. 1 


C. 


+ 2.4 


.02 


+ 


4.52 


17.61 


84.47 


47.64 


10 


c. 


+ 8.8 


.02 


+ 


4.38 


18.32 


85.33 


47.85 


11 


c. 


+ 4.3 


.02 


+ 


0.47 


22.73 


35.37 


47.81 


12 


c. 


+ 6.9 


.02 


+ 


2.18 


20.27 


85.89 


47.04 


16 


c. 


- 8.7 


.02 


- 


0.98 


24.86 


85.40 


47.96 


17 


c. 


-12.6 


.02 


- 


6.01 


28.02 


35.87 


47.62 


18 


c. 


- 4.7 


.02 


- 


1.23 


24.88 


35.83 


48.30 


23 


c. 


- 3.0 


-0.02 


+0 


1.51 


+3 21.00 


-0 34.98 


47.61 
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D = 120' 2' 48*. 00. 



+0.19 

.19 
.19 
.19 
.19 
.19 
.82 
.82 
-82 
-82 
•82 



.38 
-41 
.41 
-41 
-42 
.42 
.42 
.42 
,42 
.42 
.42 
.42 
+0.48 



-0.08 
.10 
.10 
.10 
.80 
.01 
.81 
.49 
.58 
.88 
.48 
.80 
.89 
.60 

- .08 
+ .08 
+ .10 

+ .11 

- .09 

- .08 

- .08 

- .07 
.00 

+ .06 

- .08 
-0.02 



q>(d) 



.00 



.00 



+0.02 
.01 
.01 
.01 
.01 
.01 
.01 
.01 
.00 
.00 
.00 
.00 
.00 
.00 
.00 
.00 
.00 
.00 
.00 
0.00 



+0.57 
+0.85 
-0.93 
-0.64 
-0.08 
+0.88 
-0.29 
-0.53 
-0.54 
-0.12 
-0.88 
+0.47 
+0.16 
-0.15 
-1.36 
+0.47 
+0.88 
+0.45 
+0.08 
+0.81 
-0.15 
+0.61 
-0.88 
-0.09 
-0.69 
+0.08 



+1.45 
1.47 
1.48 
1.56 
1.58 
+1.66 
-1.53 
1.56 
1.52 
1.51 
1.49 
1.45 
1.41 
-1.88 
+1.48 
1.54 
1.66 
1.67 
1.68 
1.78 
1.78 
1.78 
1.78 
1.73 
1.73 
+1.71 



A 


B 


P 


V 








» 


+1.55 


-1.27 


0.5 


+0.56 


1.54 


1.80 






+ .88 


1.51 


1.88 


0. 


25 


- .98 


1.88 


1.47 


0. 


25 


- .65 


1.85 


1/50 






- .08 


1.17 


-1.65 


0. 


6 


+ .89 


0.16 


+1.84 






- .24 


0.22 


1.88 






- .48 


0.28 


1.82 






- .49 


0.81 


1.82 






- .08 


0.88 


1.81 






- .29 


0.42 


1.80 






+ .51 


0.48 


1.78 






+ .20 


0.54 


+1.77 






- .11 


1.58 


-1.24 






-1.28 


1.48 


1.42 






+ .46 


1.15 


1.67 






+ .89 


1.12 


1.69 






+ .46 


1.06 


1.74 






+ .06 


0.80 


1.89 






+ .88 


0.76 


1.90 






- .12 


0.78 


1.91 






+ .64 


0.59 


1.96 






- .43 


0.55 


1.97 


1 




- .05 


0.53 


1.99 






- .65 


+0.84 


-2.05 






+0.18 



Date. 



1890. Nov. 11 

12 
18 
19 
20 
27 

1891. July 9 

11 
18 
14 
15 
18 
20 
22 
Nov. 10 
17 



Dec. 1 
10 
11 
12 
16 
17 
18 



] 



DISCUSSION OF THE OBSERVATIONS. 



The numbers contaiDed in the column A of the preceding table when corrected for 
the effect of proper motion, fi , constitute the data from which values of the aberra- 
tion and refraction are to be derived, but the effect of several sources of error requires 
to be taken into account before the observations can be discussed for this purpose. 

The column t contains corrections for the combined effect of four temperature 
terms, viz. : 

(a). The effect upon the refraction of the presence of aqueous vapor in the atmos- 
phere. 

(6). The temperature coefiBcient of the micrometer. 

(c). A correction to the coefficient of expansion of air adopted for the y factor of 
the Pulkowa Refraction Tables. 

((/). A correction for defective exposure of the thermometers whose readings were 
employed for the refraction computations. 

The effect upon the refraction of the aqueous vapor contained in the atmosphere has 
been investigated by Laplace who derives numerical values for its effect and after 
tabulating them remarks: **// resulte de cette table que V effet cle V humidite de r air 
8ur la refraction est tr^s-peu sensible^ Vexch de la puissance refractive de la vapeur 
aqueiise sur celle de Vair dtant cotnpense en grande partie par sa plus ^>e7iVe densite. " 
Mec. Cel.y Vol. /F, Book X, Chapter 1. This remark of Laplace's seems to be at least 
partially justified by an investigation of C. A. F. Peters, who found that observations 
of Polaris with the Pulkowa vertical circle, when made through clouds, furnished a 
latitude 0'.04 greater than that derived from observations made in a clear sky. 
RecueU de Memoirs^ etc. , par W. Struve, Vol. /, p. H2. 

I know no other foundation than the above for the common practice of assuming 
the effect of humidity upon the refraction to be insensible, and the evidence thus 
adduced seems open to the following criticism: The observations of Peters which 
were made through clouds were distributed throughout the year, and their effect upon 
the latitude was discussed without any reference to the temperature at which they 
were made. It is apparent that the effect of humidity will be most pronounced at 
high temperatures, and during the winter months it will have but a small fraction 
of the maximum effect which it attains in the summer. Peters' discussion, there- 
fore, seems ill adapted to bring out the real effect of the humidity, and in justice to 
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him it should be stated that he does not appear to have intended to investigate this 
effect, since he expressly states: ^^11 favZ voir si les ntcages, surtout par leur influence 
8ur les temperatures de Vairy ne tendent pas d changer les refractions^'' etc. 

As for the investigation of Laplace, it is based upon the theoretical physics of his 
day, and involves assumptions which are not tenable at the present time. In partic- 
ular, his value of the index of refraction of aqueous vapor is derived from the index 
of refraction of water by means of the assumed relation. 

n" — 1 -f- d = c 
where c is a constant, n denotes the index of refraction and d the density of water, 
whether in the liquid or the gaseous state. Although a certain amount of counte- 
nance is given to this equation by the undulatory theory of light, it is not necessarily 
involved in the theory and the experiments of Gladstone, Dale, and others, discredit 
it. In particular it should be noted that the equation in the hands of Laplace fur- 
nishes for aqueous vapor a refractive power greater than that of air, while laboratory 
experiments furnish a smaller value for its index of refraction. Thus the Amiuaire 
du Bureau des Longitudes for the year 1892 gives upon the authority of Mascart, the 
value 1.000257, while in Mascart's Traite d'Optique the value is given as 1.0002574, 
and attributed to Fizeau. The index of refraction of dry air is given by Mascart as 
1.0002945. From the standpoint of modern physics, therefore, the refraction should 
be less in a humid than in a dry atmosphere, while Laplace's corrections tend in the 
opposite direction. 

To determine the effect of the aqueous vapor corresponding to the numerical values 
above given, I denote by n, and n^ the indices of refraction of air and aqueous vapor 
respectively at a temperature of t^^ C, and pressure of 760 mw, and denote the re- 
spective coefficients of expansion by m, and m,. The refraction corresponding to any 
zenith distance z is then given by the equation 

in which the two terms of the second member represent the refractions produced by 
the air and by the aqueous vapor at pressures of 6, and b^ mm respectively. 
The coeflBcient 

Tij — 1 -h sin 1', 

commonly called the constant of refraction, is replaced in the refraction tables by the 
quantity a, Bessel's notation. The relation between the two quantities is very ap- 
proximately 

a = ^^;^i('l-ftan»«) 
sml" V / 

where e is a small positive quantity. The coefficient n,— 1 h- sin 1* 
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should in strictness be multiplied by a similar variable factor, but since it is also to 

be multiplied by the small quantity 

6, -!- 760 

the former factor will be neglected. Let b represent the total atmospheric pressure 

6 = 6i + 6, 
and we have 



"""wr^--' 



(69) 



760|iinr • l + m,t sin 1' " l + m^t j'*"^ 

The first term in the second member of this equation is the ordinary expression for 
the refraction ; the second term constitutes a correction to the refraction which may 
be represented by A/?. To express this term in a simpler form let us put 
rn,-l)(l + m,ee) ,, , {n»-l)(l+m,to) ^ ^ . 

STr = ^^-^ STr ^- ^ m 



and obtain 



dR=--^{oi> + i,t)tanz (71) 



To derive numerical values for o> and ^ I adopt the following values of the refractive 
indices and coefficients of expansion of air and aqueous vapor: 

til = 1.0C02945 fiiot and Arago. 

n. =3 1.0002574 Masoart, Fisseau. 

nil =. 0.008670 Regnault. 

m. == 0.004187 Him, WaUner. 

and find after dividing by 760 

dR=z^b^ ^[8.0082 - 10] + [8.8183 - 10]A tan z (72) 

the square brackets denoting that the numbers placed within them are logarithms. 
The value adopted for m, corresponds to a saturated atmosphere and indicates that 
the temperature term tj/t in A/? may be entirely neglected. 

By means of this expression the effect of the humidity at any zenith distance may 
be computed, and a comparison of observations made at high temperatures, but under 
different humidities, will suffice to test the reality of the correction. I have made 
such a comparison as follows: From the observations with the reel I have selected 
all those which satisfy the following conditions: The same pair of stars must 
have been observed at a temperature above 15® C, when the relative humidity was 
(a) greater than 80, (b) less than 60. Designating these observations by the sjrmbols 
W (wet) and D (dry) I have formed for each pair of stars the mean difference W — D. 
There are in all 70 observations of 15 pairs of stars available for this comparison, 
and from these I find 

Uncorrected W-D = + 0'. 17 ± 0'.08 

Corrected W-D = - 0.08 ± .06 
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Although the quantities involved are small there seems to be little doubt that the 
effect of the humidity is sensible, and that it is correctly represented by the adopted 
formula. 

I have derived from the records of the meteorological service of this Observatory the 
values of the vapor tension at the times of observation of all of the pairs of stars 
and have computed the first part of the correction t by the formula 

(a) = - O'.OIO . 6, 9 tan y = - 0'.085 6, 
where b^ is the aqueous vapor tension expressed in millimeters. 
The average amount of this correction is shown in the following table : 

AVBRAOB HUMIDITY OOKBBOTION. 



(78) 



March 


-0.11 


Aug. 


• 
-0.88 


April 


.21 


Sept 


.85 


May 


.24 


Oct. 


.19 


June 


.89 


Nov. 


.12 


July 


-0.86 


Dec. 


-0.11 



The humidity correction to the refraction may be expressed in a form which for 
most purposes is more convenient for use with the refraction tables than that given 
above. We have in Bessel's notation 



B + ^R 
where the factor / stands for 



{a ^AyX — 00 b^) tan z = Rf 



and 



log/ = -0.4848ai&a -i- afikyX 

Adopting Abbe's formulae, Report of the Chief Signal Officer for 1887 j Part 2, pp. 
S72 et seq,^ we have as the expression for the aqueous vapor pressure 

where jt>, = Elastic pressure of vapor at the temperature ^, 
P = Barometric pressure 

Oq = Temperature indicated by dry bulb thermometer 
Oi = Temperature indicated by wet bulb thermometer 

The coefficient A of the formula varies slightly with the temperature and depends 
also upon the particular thermometer employed and the character of its exposure. 
For the most refined work these elements should be especially investigated and a value 
of A derived corresponding to them. In the absence of such an investigation a mean 
value of A may be employed and I have adopted as such a value ^ = 0.00080 which 
corresponds to a rather poor ventilation such as obtains in the case of a thermometer 
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placed within a shelter and not whirled. With this value of A and an assumed barom- 
etric pressure of 750 mm, I have tabulated log / under the form 

E+F 



log/ 



^ 4843tt > ( 
apAyX I 



(p,+ APB,)'-APeA = 



pAyX 

The argument for E being the indication of the dry bulb, and for Fy of the wet 
bulb thermometer. The adopted constant value of a corresponds to a zenith distance 
of 70" 

IP* I B> 

R =z apAyX/tanz log/ = ^gf^ 



E 


Cent. 


F 


Dry Bulb. 




Wet Bulb. 


-0.00046 


- l(f> 


+0.00033 

18 


87 


8 


20 
13 


27 


6 


+ 'h 


18 


4 


- 7 

14 


09 


- 2 


21 
14 


00 





85 
15 


+ 09 


+ a 


50 
15 


18 


4 


65 
16 


27 


6 


81 
17 


87 


8 


98 
18 


46 


10 


116 

19 


55 


12 


185 

20 


64 


14 


155 

22 


74 


16 


177 

28 


88 


18 


200 

25 


92 


20 


225 

27 


101 


32 


252 

28 


110 


24 


280 

31 


130 


26 


811 

88 


129 


28 


844 
85 


+ .00188 


+ 80 


- .00879 



E 


Fah. 


F 


Dry Bulb. 




Wet Bulb. 


-0.00065 


l(f> 


40.00046 

17 


42 


15 


29 

18 


30 


20 


+ 11 

19 


17 


25 


08 
20 


05 


80 


28 
20 


+ 08 


85 


48 
21 


20 


40 


69 
23 


83 


45 


92 
25 


46 


50 


117 

27 


59 


65 


144 

28 


72 


60 


172 

83 


85 


65 


204 

36 


97 


70 


240 

39 


110 


75 


279 

43 


+ .00123 


80 


- .00322 
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The mean effect of aqueous vapor upon the refraction is best exhibited in the form 

R = (^apkyX - -^"^ tan« = a^ pAyX ieai z 

where approximately 

log a» = log a - ;^ -^ 6, = log a ~ 7.6 6,. 

M = 0.4343, ftg is expressed in millimeters and the coefficient of the last term is in 
units of the fifth decimal place. 

It was not until after the preceding discussion had been made and its results ap- 
plied to the reduction of the observations that I obtained knowledge of and access to 
the memoirs of M. Radau contained in the Annales de V Observatoire de Paris, Vols. 16 
and 19. The effect of humidity is there investigated and corrections derived which 
are in substantial agreement with those given above. 

The manner in which the humidity corrections vary with the season indicates that 
the major portion of their effect could be taken into account by modifying the co- 
efficient of expansion of air, and that if this coefficient is determined from astronom- 
ical observations which have been reduced without regard to the humidity effect the 
resulting value should be greater than the true value of the physical constant. Since 
the coefficient m of the Pulkowa Tables was determined in this manner I have con- 
sidered it necessary to make a redetermination of its value in order to eliminate from 
the temperature term so much of the humidity effect as is implicitly contained in it. 

If we represent by H the effect of humidity above derived and by c the temperature 
coefficient of the micrometer screw, we shall have the following expression for the 
distance between a pair of stars : 

J = m^ + K+d[l + e(t^to)]+atUui y fj^* -H (74) 

The observations were reduced by the incomplete formula 

(J) = I20o + li:+d + a2tanyji^^ (75) 

where the accented coefficient m} indicates that the assumed coefficient of expansion 
of air presumably differs from the value m which will best represent the observations. 
It should also be noted that the adopted temperatures with which the refractions 
were computed depend upon the indications of the whirled thermometer and that 
these indications require a correction to reduce them to the indications of the ven- 
tilated thermometer, p. 46, expressed by 

F- IF = -f 0^.015 {t - 17«) Centigrade (76) 

Adopting the readings of the ventilated thermometer as standard temperature and 
substituting in place of t and t^ in equation (75) the symbols to and w^ to denote that 
the observations were reduced with these erroneous temperature determinations we 
have from equation (76) the relation 

t = a + fiw a sw -0<*.25 ft = +1.015 
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Subtracting (74) from (75) and introducing the expressions just derived we obtain 
very approximately 

(J)-H = J + a2tan^ J!|j^^^(iiT-u^o) - edfi(w^Wo) (77) 

Each erroneous (A) after being corrected for the humidity effect will furnish an 
equation for the determination of the constants c and mfi — m\ To facilitate the 
computation I put 

tf 8tan£ 
+ (w - to^) , 



10000 II + m»tr)« 



•' 400 



= / 



= (7 



m/3 -^m^ = X 
cfl ^ y 



10000 
400 



and obtain as the form of observation equation 

+fx + dgy = M)-£r- J 
In the formation of the equations d is expressed in minutes of arc. 

BQUATION8 FOR THB DBTBRMINATION OF THB TBMPKBATURB BFFKOT. 



(78) 



(79) 



/^Piflcium 


19 Monoc. 


+1.37« 


+2.61 y 


= 


-1.86 


OOba. 


rCeU 


I Leonis 


+0.98 X 


-1.68y 


=r 


-0.95 


8 


82Eridani 


95Leoni8 


+1.04 « 


+1.14 y 


= 


+8.27 


8 


lOTauri 


V Leonia 


+1.07» 


+0.65 y 


= 


+2.10 


8 


M Tmxai 


c Virginia 


+0.78 0? 


-1.02 y 


=M 


-0.44 


4 


ft* Ononis 


a Virginia 


+0.50 a? 


-0.24 y 


= 


+0.55 


2 


Orionis 


B.D. + 2«,2664 


+0.84 » 


+1.88 y 


= 


+0.05 


4 


5 Can. Maj. 


eBootia 


+2.05 a? 


+2.76 y 


« 


+8.08 


8 


eTauri 


eCorvi 


+2.27 » 


-1.85 y 


= 


-0.19 


8 


119 Tauri 


a Virginia 


+8.06 0? 


-2.71 y 


=r 


+4.24 


12 


19 Monoa 


110 Virgicia 


+2.28 a? 


+0.08 y 


= 


+1.56 


10 


y Geminomm 109 Yirginis 


+8.25 a? 


+0.66 y 


= 


+2.08 


14 


/I Virginia 


(Pogaai 


+1.62 a? 


-0.69 y 


= 


-1.00 


8 


87 Librae 


70Pegaai 


+1.18 a? 


+0.18 y 


= 


-0.78 


6 


110 Virginia 


0F\bc. 


+1.66 a? 


+1.22 y 


= 


+0.46 


8 


SSerpentis 


<p Aquarii 


+1.87 a? 


+0.60 y 


= 


-0.27 


8 


d Ophiuchi 


tCeti 


+1.81 a? 


-2.78 y 


= 


+1.52 


8 


tJ Ophiuchi 


/Piacium 


+0.75 a? 


-1.05y 


= 


-0.86 


4 


B.A.C. 59(»8 


ji Piacium 


+1.51 a? 


-0.87 y 


= 


+0.12 


10 


LL 82200 


B.D.-0»,258 


+1.82 a? 


+0.26 y 


= 


-0.66 


4 


f Coronae 


A* Aquarii 


+1.24 a? 


-2.02 y 


= 


-1.01 


8 


5 H. Souti 


rCeti 


+2.58 a? 


-1.56 y 


= 


-2.12 


10 


g Aquilae 


aCeti 


+1.91 a? 


+1.88 y 


= 


+8.19 


10 


y Aquilae 


/Tauri 


+8.55 a? 


-8.98 y 


= 


-0.45 


16 


t Aquilae 


10 Tauri 


+8.44 a? 


+0.20 y 


= 


+2.40 


16 




No. of Equations 25 


No. of Observations 208. 
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To determine numerical values for x and y I have selected from the observations of 
each pair of stars all those which were separated by a temperature interval greater 
than 15*^ C. and from each such observation I have formed an equation of the type 
given above. These equations, together with the number of observations upon 
which they are based, are shown in the preceding table. 

From the manner in which these equations have been formed it is apparent that 
they require no further weighting. I have not applied the method of least squares to 
their solution but have derived normal equations from them by summation as follows : 

43.88 a? - 6.88 y = 4-14'.43 
8.13 a? 4-33.92 y = +U'.72 

The solution of which furnishes the values 

X = +0'.396 ±0'.040 y = 4-0'.897 ±0'.041 

The probable errors are derived from the first powers of the residuals furnished by 
the equations. 

If we regard x and y as furnishing a system of corrections to the me^tsured distances, 
it will be convenient to put 

- \foo + gdy [ ^F+Od (80) 

and to tabulate the quantities F and G with the temperature as argument, as in the 
following table: 

Oorr. to (i^) — H = F+ ChL (d in minutes of arc). 



t 


F 


a 


div. 
-40 


+0.19 


-0.059 


-80 


+ .17 


- .049 


-20 


+ .14 


- .089 


-10 


+ .11 


- .029 





+ .08 


- .019 


+10 


+ .04 


- .009 


+20 


.00 


+ .001 


+80 


- .06 


+ .011 


+40 


- .10 


+ .021 


+50 


- .16 


+ .081 


+60 


- .80 


+ .041 



This table of temperature corrections represents the effect upon the measured dis- 
tances, of the temperature coefBcient of the screw, of the erroneous coefficient of 
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expansion adopted in the refraction tables, and of the erroneous indications of the 
whirled thermometer. From it I have interpolated corrections to each observed A 
and the interpolated quantity plus the humidity correction is contained in the column 
r of the Tabulated Results of Observation. 
From the value of x above derived we obtain 

1.016 TO = m» +0.00003W. 

The value of m' employed in the Pulkowa Tables is m' = 0.0036894, and this intro- 
duced into the preceding equation gives 

TO = 0.0030788 ±0.0000109. 

This value differs from Regnault's classical determination of the coefficient of ex- 
pansion of dry air, 0.0036708 by less than half of its own probable error and furnishes 
a control upon the accuracy with which the several elements entering into its value 
have been determined; e, g, the errors of the temperatvu^ determinations and the 
effect of humidity as well as the difference between the distances measured at high 
and low temperatures. 

It is well known that laboratory determinations of m are capable of furnishing a 
much better value of this constant than can be derived from astronomical observa- 
tions since the range of temperature over which the investigation can be extended is 
much greater in the former than in the latter case. I therefore prefer to put the 
result of this part of the investigation in the form: The observations with the reel 
at temperatures between — 19o C. and -|-27^ C. are completely satisfied by Regnault*s 
laboratory determination of the coefficient of expansion of air between Oo C. and 100^ C. 

The preceding investigation contains only observations by Observer C. since it 
early became apparent that the observations of F. were peculiarly subject to large 
errors, frequently amounting to several seconds of arc. A portion of these errors 
have been traced to a confusion of the angles of the reel, c. g, one angle being omitted 
and another used twice in the observation of a pair of stars, but for many of the 
anomalous results no such explanation is tenable. 

While the observations were in progress I made a provisional comparison of the 
results obtained by the two observers and found that in the mean of all their obser- 
vations of the same pair of stars no pronounced difference was manifest. But the 
case is far different where the differences in the measurement of the individual pairs 
are arranged in the order of magnitude of A or, what is equivalent, in the order of 
magnitude of the micrometer distance d. For such a comparison I have taken the 
mean of all of F.'s observations of each pair of stars and have subtracted it from the 
corresponding mean of all of C.'s observations which were approximately simulta- 
neous with those of F. 

These differences C. — F. were weighted by the formula 

%mn 

^ ^ + ** where m and n 

denote respectively the number of observations by C. and F. and the weighted means 
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of groups, arranged with reference to the actually measured micrometer distance €^ 
were formed. These mean results are shown in the following table: 



Limituig"d" 


No. of 
Pairs. 


Weight. 


C.-F. 


Meand. 


^ — F. 


, , 






« 




-9.0 -7.9 


5 


11 


-0.67 


-8.4 


+0.55 


-4.5 -4.2 


8 


12 


- .48 


-4.8 


- .10 


-4.2 -2.9 


4 


14 


- .60 


-8.8 


- .41 


-2.4 -1.2 


3 


14 


- .21 


-1.6 


- .16 


-0.4 +0.6 


8 


11 


+ .83 


-0.8 


+ .88 


+1.4 +1.9 


2 


15 


+ .42 


+1.6 


+ .37 


+2.8 +2.5 


8 


14 


+ .26 


+2.4 


+ .16 


+8.8 +4.4 


8 


18 


+ .47 


+4.1 


+ .18 


+4.7 +4.8 


% 


12 


+ .18 


+4.7 


- .26 


+5.5 +6.1 


4 


10 


+ .59 


+5.8 


+ .01 



The numbers in the column C. — F. exhibit a marked dependence upon the magni- 
tude of d^ showing that at least one of the series of observations is affected with a 
personal error which is a function of d. 

For the investigation of this personal error I have made use of the results of a 
provisional solution of the equations furnished by all of the pairs of stars. The 
form adopted for these equations is based upon the assumption that the only errors 
affecting the observed values of A are those resulting from an assumed erroneous value 
of the constant of aberration, from an erroneous value of the assumed mean refrac- 
tion, and from a possible annual variation in the amount of the refraction not repre- 
sented by the ordinary refraction tables. 

We may assume the true value of the refraction i?, to be represented by an equation 

of the form 

ie = i?,(l + /i)(l + y) (81) 

where R© is the value of the refraction furnished by the tables A is a constant and y 
a simple harmonic function of the time, whose period is a year. To develop this 
expression we put 



y = «8in(2;r^ + S) 



and write 



or =r 100 « cos 5 
100 A = - -Bo sin 2 ;r ^ 



/? = 100 « sin 8 
100 B == -Bo co8 2;r^ 



(83) 



where t for any date represents the elapsed fraction of the year. The variable part 
of the refraction will then be represented by -4 a + -B j8. The effect of an error in the 

adopted aberration constant is represented by JL(JA? = — /« where Aq is the adopted 

fco 
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constant, dk=x, its correction, and k the computed effect of the aberration at the 
instant of observation. 

We have therefore as the type of observation equation 

^o+fx + ^a + B/5=z J (84) 

The absolute terms of the equations are the values of A given in the tabular results of 
observations corrected for the effect of proper motion and increased by approximate 
values of the correction t above discussed and for the effect of an assumed value of 
A = T^ in the equation (81). The individual equations were weighted as follows: 
Each observation by F. which differed by more than 1' from the mean of all the ob- 
servations by C. was given weight 0. Each other observation by F. was given weight 
0.5. Each observation by C. was given weight 1.0 unless notes made at the time of 
observation indicated that it was made under abnormal circumstances in which case it 
was assigned weight 0.75 or 0.5. 

All of the observations of each pair of stars were combined by the method of least 
squares into normal equations and the first unknown quantity A© eliminated from these 
equations. Each reduced normal then contained only three unknown quantities 
jc, a and p which were the same for all of the pairs. The reduced normals correspond- 
ing to the several pairs were therefore united by addition into the following group of 
normal equations for the determination of Xy a and p. 

Solution I. 

-f 1077. 61 X - 170.09 a - 164.39 fl - 44'.89 = 
-170.09 X + 976.88 a - 481.06 /? + 52 .49 = 
-164.29 aj- 481. 06 a + 644. 43/? -45 .08 = 

[nn.l] = +167'.55 

The solution of these equations furnishes the following values of the unknowns, to- 
gether with their weights : 

Unknowns. Weights. Prob. Error. 

X = +0'.0507 922. ±0'.0105 

a ^ -0.0118 612. .0129 

/? := +0.0749 899. .0160 

The [nn.4] is +161^.30 and the probable error of a single observation is ±0'.32. 

These values of x, a and p when substituted in the first normal equation resulting 
from the observation of each pair of stars furnish a value of A© , the observed distance 
between the stars. A comparison of these observed distances with the computed 
distances C — O of the following table will furnish the required test of the presence 
of systematic error. Such a comparison was made before definitive values for the star 
places had been derived and before the systematic difference C — F had been investi- 
gated. Since this comparison can be regarded as furnishing only provisional results 
I omit its details and present its general charact3ristics in the following table which 
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is constructed by arranging the differences C — in the order of magnitude of the 
quantity d and taking the means of gro*ips of consecutive values. 

BBVISKD COMPARISON OF THE OBSBBVED AND COMPXTTED DI8TAR0BS. 



Meand 


No. of 
Pairs. 


Weight. 


C^O 


C-O' 


-7.0 





10 


9 

+0.66 


m 

-0.62 


-3.8 


7 


10 


- .40 


- .67 


-0.8 


7 


10 


- .68 


- .68 


+9.6 


6 


10 


- .77 


- .62 


+6.9 


7 


11 


-1.08 


- .49 



The weights are based upon the number of observations and upon the estimated 
precision of the adopted star places. No value of C—0 has been rejected in the 
formation of the tables. 

The sequence shown by the values of C — could be in great part removed by 
altering the adopted value of a revolution of the micrometer screw and the column 
C — 0' exhibits the results which would be obtained were this value diminished by 
0'.07. But against the introduction of such a correction there is to be urged that it 
furnishes no explanation of the differences C — F, and that the adopted value of a 
revolution of the screw depends upon the accordant results furnished by two entirely 
independent methods which render the presence of so gross an error exceedingly 
improbable. 

A comparison of the numbers C — O with the numbers in the column C — ^Fp. 152, 
noting that C and C in the two tables denote different quantities, suggests as a 
possible explanation of both series of discordances a fixed habit of observing on the 
part of C in accordance with which the micrometer threads were not placed upon 
the star images but a little farther apart than the images. Such a personal error 
may easily arise from the necessity experienced by the observer for tiiming his atten- 
tion rapidly from one star to the other in estimating the coincidence of the microm- 
eter threads with the images, since when d exceeds a fraction of a minute of arc both 
stars cannot be seen distinctly at the same moment. Since the effect of such an error 
is always to make d numerically too great its effect upon A will change sign when d 
passes through zero and the correction of — 0'.07 to the value of a revolution of the 
micrometer screw above suggested might be regarded as arising from this source and 
as furnishing a measure of its effect. But if such is the origin of the discrepancies 
in question it appears to me probable that with increasing distances the errors will 
increase more rapidly than d^ and I have therefore, somewhat arbitrarily, chosen to 
represent these errors as a function of the square of c/, so that each observation by C 
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shall receive a correction of the form ^ (rf) = ± bd^ where ft is a constant to be 
determined from the observatious and the upper sign is to be used for negative, the 
lower sign for positive values of d, A discussion of the data in the preceding table 
furnishes us an approximate value for ft, 0^.022, corresponding to one minute of arc as 
the unit in which {^ is to be expressed. 

To obtain a definitive value for this correction term I have proceeded as follows: To 
each observation by C there was applied the corrections contained in the columns /a 
and T of the Tabulated Results and a further correction of ± 0^.022 d*. The correc- 
tion +0.002 R applied to the As in the first solution was omitted since the mean value 
of G — p. 15 i indicates that the observed As when thus corrected are too great. 

The mean value of A furnished by C*s corrected observations of each pair of stars 
was then derived and coippared with the value computed from definitive coordinates 
given upon subsequent pages. Each difiference thus derived is the absolute term of 
an equation of the form / /i \ t 

.+ (4) , » c-o 

where y is one hundred times the correction to the assumed value of the coefficient 
— 0'.022 and z is the constant part of the difference C — 0. 
The following table shows the data from which these equations were formed : 

Dbterminaton of <p (d) Ob8*r G. 



Pair. 


d 


No. of 
Obs. 


C-O 


v' 


v' 


0(3) 


1 

-».o 


8 


-0.08 


• 
+0.08 


• 
+1.88 


A (8) 


8.8 


5 


- .76 


- .64 


+ .56 


F(8) 


8.7 


8 


- .85 


- .31 


+ .96 


0(1) 


8.8 


10 


+ .41 


+ .61 


+1.58 


D(l) 


8.0 


6 


- .85 


- .77 


+ .19 


B(l) 


-7.9 


9 


+0.88 


+0.98 


+1.86 


B(l) 


4.7 


9 


- .04 


- .16 


+ .07 


A (9) 


4.5 


17 


+ .06 


- .07 


+ .18 


VI 


4.5 


33 


- .34 


- .87 


- .17 


B(2) 


4.3 


7 


+ .85 


+ .71 


+ .88 


B(8) 


-4.8 


17 


+0.50 


+0.86 


+0.6S 


in 


4.3 


14 


+ .30 


+ .06 


+ .88 


B(«) 


8.6 


37 


+ .50 


+ .88 


+ .89 


D(8) 


8.0 





- .03 


- .30 


- .19 


vn 


3.0 


34 


- .43 


- .61 


- .61 
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Determination of <p(d)— CJontinued. 



Pair. 


d 


No. of 
Obe. 


C-0 


v' 


v' 




$ 




, 


« 


» 


F(l) 


-2.4 


17 


+0.88 


+0.18 


+0.14 


A(l) 


1.4 


10 


+1.10 


+ .89 


+ .77 


D(8) 


1.3 


15 


+1.27 


+1.06 


+ .94 


XII 


1.2 


16 


+ .02 


- .20 


- ,83 


IX 


0.4 


24 


+ .01 


- .21 


- .86 


F(8) 


-0.4 


80 


+0.04 


-0.18 


-0.33 


xvm 


+0.3 


2 


+ .84 


+ .13 


- .03 


B(2) 


0.6 


18 


- .40 


- .62 


- .77 


XIV 


1.4 


84 


- .88 


- .67 


- .79 


X 


1.9 


20 


+ .49 


+ .25 


+ .03 


XX 


+2.3 


27 


+0.24 


-0.01 


-0.24 


XVII 


2.4 


28 


+ .42 


+ .17 


- .08 


V 


2.5 


. 18 


- .25 


- .50 


- .75 


XI 


8.5 


1 


+ .44 


+ .16 


- .19 


vm 


8.8 


26 


- .86 


- .66 


-1.04 


I 


+4.1 


8 


+0.66 


+0.36 


-0.08 


XXT 


4.4 


26 


+ .56 


+ .25 


- .28 


XV 


4.7 


87 


+ .06 


- .27 


- .79 


XUI 


4.8 


6 


- .40 


- .78 


-1.28 


IV 


5.5 


18 


+ .83 


+ .47 


- .20 


XIX 


+5.8 


15 


+0.07 


-0.81 


-1.06 


II 


5.8 


19 


+1.08 


+ .70 


- .04 


C(8) 


6.1 


15 


+0.28 


- .17 


- .95 



The equation furnished by each pair of stars was given unit weight except that in 
the two cases in which the number of observations of the pair was less than five, half 
weight was assigned. 

The solution of these equations by the method of least squares furnished the values 
z = + 0'.228 ± 0'.057 y = + 0'.473 ± 0M74 

whence 9 (d) =» ± 6 4» l> = 0'.0173 ± 0'.0017 
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The column v' of the preceding table gives the residuals furnished by the several 
pairs of stars after the introduction of the values of y and z above determined and 
the column v' gives the residuals furnished by the same data when the systematic 
error represented by 

<p(d) = =h6d« 

is put equal to zero. A comparison of the sequence of signs in the respective columns 
as well as the comparison of the sums of the squares, [vy] = 9*. 24, [yVJ = 19*. 76 
leaves little room for doubt as to the reality of the error although its origin and the 
algebraic form of the correction required may well be different from that above sug- 
gested. The term <f>{d) is therefore to be regarded as an empirical correction justified 
solely by the fact that it brings the measured distances into agreement with those 
computed from the coordinates of the stars. 

In a private letter Dr. David Gill suggests that in case the ocular remained fixed 
in position during the observation instead of being moved from one star to the other 
as the bisections were made : " A vera causa for your term b would be found * * * * 
if there were parallax, t. e, the images of the stars not lying coincident with the 
plane of the wires. Now a coincidence of these planes is a subjective question in 
one sense — dependent on the part of the spectrum on which the eye most naturally 
focusses, so that for one observer the focus may be right for another not so. " The ocu- 
lar was fixed in position relative to the stars as is supposed in the above suggestion. 

To determine the systematic error affecting the observations by F recourse may be 
had to the comparison C — F given on page 152. To each value of C — F given in 
the table I have applied the correction ±0^0173 d^ to eliminate C's systematic 
error and obtain thus the column A — F where A differs from the true distance be- 
tween the stars comprising a pair by a constant only. The numbers in this column 
show no systematic variation depending upon d and the magnitude of the fortuitous 
variations is not greater than should be expected from the character of the data upon 
which they are based. I therefore conclude that the observations by F are free from 
the systematic error represented by <f> (d). 

The column ^{d) of the table of results of observation contains the correction 
±0'.0173 d^ computed for each observation with the actually measured value of d. In 
accordance with the conclusion drawn above this correction is put equal to zero for 
all observations by F. 

Although Mr. Flint's observing appears to be free from the systematic error above 
discussed it will appear from an inspection of his individual results that they are 
peculiarly subject to large accidental errors and considerable doubt arises with regard 
to the manner in which they should be combined with the remainder of the work. T 
have finally decided to reject all .observations by F which differ more than 1' from 
the mean of the corrected observations by C and to assign to each remaining obser- 
vation a weight of one half. 
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No observation by C has been rejected or assigned other than unit weight save a 
few which were noted at the time of observation as being unsatisfactory or exposed 
to peculiar sources of error. This assignment of weights as between C and F cor- 
responds very approximately to that which would be furnished by a consideration of 
the probable error of a single observation by the respective observers. 

I have retained for the definitive discussion of the observations the form of equation 
introduced into the provisional discussion save that the assumed correction to the 
tabular refractions, +0.002 i?, is omitted, the provisional solution having shown that 
the correction is very nearly zero. I now put 

-^0 = D + w n = D — ^ 

where D is an assumed value of the true distance Ao, w, a correction to Z> to be de- 
termined from the observations, and n an absolute term derived by comparing each 
measured distance with the assumed Z>. The corresponding observation equation is 

w+fx + Aa + Bfi + n = 
The values of Z>, /, A, B and n, together with the weight, />, assigned to each 
equation are given upon the right hand pages of the Tabulated Results and from these 
equations there have been derived by the method of least squares the following nor- 
mal equations for each pair of stars. The sum of the weighted squares of the abso- 
lute terms fnn], and the value of to resulting from the finally adopted values of 
Xy a and j3 are given in connection with the normal equations. 



NORMAL EQUATIONS. 

A (1). 16 Aquarii o Orionis. 

+12.75W +18.65a? -\-Vt.Ua -11.61/3 +9'.a6=:0 
-fl8.65uy +16 28a; +16.00a -20.89/? + 0.84 » 
+17.UW +16.60aj +24. 81a: -22.00/J +4.08 = 
-17.81fo -20.89aj -22.00a +26.89/J -1.88 = 

w = -0M60 -1.07a? - 1.84a + 1.40/J = -O'.OO 



[nn] « 8'.82 



B{iy jSPiscium 10 Monocerotis. 

+ ».00to -4.010? +12.68a - 2.61/J +2.29 = 

- 4.01 10 +12.650? -10.99a -10.89 /J -4.49 = 

[nn] = 4.28 
+12.6310 -10.99a? +20.46a + 1.99/J +5.15 = 

-2.6110 -10.89a? + 1.99a +18.06/9 +2.94 = 

to=-0'.254+0.45a?-140a+0.29/J= -0^.18 
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(7(1). / Piscium 23 Hydrae. 

+10.00ti> - 7.45« +n.96a - 4.81 /J - 2.98 =■ 

- 7.45ti> +18.80» -35.08a -0.68/1 +10.00 = 

Tn hI — ft* 8fi 
+11.86tiy -d5.08x +U.QBa - 0.55>^ -12.98 = 

- 4.81 10 -0.68a? -0.55 a + 8.42>^ - 1.20 » 

ti> = + 0'.298 + 0.75a?- 1.18a +0.48 /J =.+0'.8« 

2>(1). B.D.— 0^, 258 4 Hydrae. 

+ 6.00 w - 8.22« -11.88a - 2.51/5 + 8'J89 = 

- 8.22W +11.27» -15,51a +8.88/5 -4.64 = 

[nn] = 4.40 
+11.88W -15.61« +21.86a - 4.71 /J +6.25 = 

-2.51W + 8.88a? -4.71a + 1.17 /J -1.06 = 

10= -0'.548+1.87a?-1.89a + 0.42/5= -0'.45 

/. a Piscium a Leonis. 

+ 5.68ti? -1.53a? + 2.26a - 2.44/? - O'.W = 

- 1.56 to +15.16a? -16.80a -4.18/5 -8.87 = 

[nn] = 2.85 
+ 2.26to -16.80a? +17.64a +4.00/? +8.05 = 

-2.4410 -4.18a; + 4.00a +8.80/5 +2.08 = 

to = +0M78 + 0.28»-0.40a + 0.48/J = +0M0 

//. y Ceti / Tioonis. 

+l».00to -1.16a? +1.92;a -14.78/J + 4'.92 = 

- 1.16 to +47.85a? -58.54a -1.56/? -2.77 = 

[nn] = 4 04 
+ l.Wto -58.54« +60.68a + 1.08 /J +8.17 = 

-14.78to - 1.66« + 1.08a +18.14/J -2.88 = 

to= - 0'.259+ 0.06 X- 0.10a + 0.78/?= -0'.26 

///. 32 Eridani 95 Leonis. 

+18.50to + 0.72a? -8.82a -10.65/? + 0'.45 = 

+ 0.72to +81.78a? -86.49a +4.66/? -1.80 = 

[nn] = 2.64 

- 8.82 to -86.49a? +42.87a -2.96/? +1.84 = 

-10.65to + 4.66a? -2.95a +11.45/? -1.49 = 

w = -0'.088-0.05a?+0.25a + 0.79/5 = -O'.OO 
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E (1). a Ceti p^ Leonis. 

+ 7.50fo + 0.47a? -0.80a -5.81/? +3.75 = 

+ 0.47to +17.49a: -20.89a - 1.15 /J +1.61 = 

- 0.80to -80.89a? +24.98a + 1.50/? - 2.06 = 

- 6.81u> - 1.15« + 1.50a +4.19/? - 1.68 =- 

w= -0".866-0.06a?+0.11a + 0.71/?= -0''.88 

F{1). 10 Tauri v Leonis. 

+19.75W + 8.81a? -7.58a -15.28/? - r.93 = 

+ 3.81fo +43.25a? -61.53a + 7.82/? - 8.51 = 

[nn] = 5.86 

- 7.58fo -51.52a? +68.49a -5.81/? +10.66 = 

-15.28to + 7.82a? -5.81a +15.60/? -0.38 = 

w = +0".098-0.17a? + 0.88a+0.77/? = +0''.07 

IV. Ik Tauri c Virginis. 

+18.50ti> +10.69a? -17.89a -11.76>? - 0'.60 = 

+10.69to +42.72a? -50.29a + 5.82/J -5.43 = 

[nn\ = 8.76 
-17.39ir -50.29a? +60.79a -2.86/5 +5.61=0 

-11.76t(? + 5.82a? -2.86a +18.82/? -2.86 = 

10= -0".082-0.58a?+0.94a + 0.64/J= -0".09 



F. T* Orionis 8 Virginis. 

+19.50ti? + 4.47X -11.51a -9.68/? + 8'.75 = 

+ 4.47m? +48. 54a? -58.16a +21.64/? -8.95 = 

-11.51t(? -58.16a? +60.64a -19.84/? +8.01=0 

-9.68m? +21. 64a? -19.84a +17.28/? -4.06 = 

tt? = -0M93-0.23a? + 0.59a + 0.49/? = -0'.2 



[nn\ = 4.59 



A (2). o Orionis B. D. + 2P, 2664. 

+16.50tt? +10.09X -21.98a - 9.18/? - 7'.27 = 

+10. 09m? +27. 71a? -86.82a +6.65/? -1.48 = 

\nn\=^ 10.99 
-21.98m? -86.82a? +58.85a -0.28/? +6.26 = 

-9.18m? + 6.65a? -0.28a +12.74/? +5.22 = 

w = +0'.441-0.61a?+1.83a + 0.56/? = +0.36 
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VL $ Can. Maj. c Bootis. 

+28.60ir - 2.49a; - 9.18a -12.27/? - 3'.21 = 

- 2.49 to +56.91aj -55.19a +39.86/? +3.39^=0 

fw til — — li' ft^ 

- 9.18u> -55.19aj +60. 59a -32.87 y? -1.78 = "" 
-12.27u> +39.86aj -32.37a +83.63/? +8.73 = 

w = +0M87 + 0.11a; + 0.39a + 0.52/? = +0M1 
VII. cTauri c Corvi. 



[nn] = 7.71 



Inn] = 10.40 



+26.00u> + 4.12aj -11.02a -13.85 y? + 6'.70 = 

+ 4.12ir +55. 61a: -58.87a +37.96/? +6.60 = 

-11.02to -58.87a? +64.62a -84.69/? - 8.85 =« 

-18.85u> +37.96X -84.69a +39.56/? -0.84 = 

w = -0'.258-0.16a? + 0.42a + 0.58/? = -0'. 

VIII. 119 Tauri a Virginis. 

+27.5010 +18.72aj -28.28a -4.22/? +10'.70 = 

+18.72U? +71.27« -68.16a +46.52/? -1.86 = 

-28.28u> -68.16« +70.27a -87.96/? -2.29 = 

- 4.22 to +46.52a; -87.96a +88.78/? -6.58 = 

w = -0'.889-0.50a; + 0.84a + 0.15/? = -0'.44 

B(2). 19 Monocerotis 110 Virginis. 

+18.50to +2 55a: -16.66a -5.64/? + 2M9 = 

+ 2.55 to +85. 76a: -84.51a +29.85/? -0.97 = 

[nn] = 1.58 
-16.66to -34.51a: +46. 13a -21.49y? - 0.44 == 

- 5.64 to +29.85a: -21.49a +27.75/? -1.58 = 

to = -0M18-0.14a: + 0.90a + 0.80/? = -0M7 

IX, yGeminorum 109 Virginis. 

+24.50to +11.22 a: -22.01a - 1.36/? + 1'.86 = 

+11.22to +58.99aj -55.44a +44.21/? -052 = 

[nn] = 2.89 
-22.011O -55.44a: +59,14a -85.66y5 -0.45 = 

- 1.86fo +44.21a: -85.tt6a +88.00/? -1.18 = 

to = -0'.055-0.46aj + 0.90a + 0.06/?= - OMO 
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C(2). 23 Hydrae CT Ophiuchi. 

+ 7.50t(j + 8.75aj - 9.82a +10.57 y? + S'M = 

+ 8.57W +10 040? -10 95a +12.84/? + 9.84 -= 

[nn]^ 10'.76 

- 9.82 to -.10.95a; +18.18a -13.56/? -11.03 = 

+10.5710 +12.340? -18.56a +15.14/? +11.58 = 

u?= -lM09-ia4o? + 1.81a-1.4l/? = - 1M7 

/> (2). I Hydrae LL 32200. 

+10.00t(? +11.80» -11.45a +15.84/? + S'.OO = 

+11.80ti? +14.180? -18.18a +18.26/? +264 = 

[nn] = 2.70 
-11.45m? -18.180? +18. 52a -17.28/? -8.57 = 

+15.84U? +18.260? -17.28a +28.64/? +8.64 = 

u?= -0'.260-1.18x + 1.14a- 1.58/5= -0'.81 

B(2), p^Lieonis g Aquilae. 

+ 9.50t(? +9.820? -7.11a +16.24/? + 6'.26 = 

+ 9.82t(? +9.650? -6.80a +16.16/5 +5.75 = 

[nn] = 5.19 

- 7.11 to -6.800? + 6.16a -11.81/? -5.17 = 

+16.24 u? +16.160? -11.81a +27.79/? +10.47 = 

vo = -0'.659-0.98o?+0.75a-1.71/? = -0'.68 

F (2). V Leonis i Aquilae. 

+10.00ti? +7.880? -7.88a +16.89/? +12M9 = 

+ 7.38U? +6.100? -4.98a +12.78/5 +9.27 = 

[nti] = 16.12 

- 7.88U? - 4.9»o? + 7.22a -12.92/5 -9.26 = 

+16.89W +12.780? -12.92a +28.59/? +20.70 = 

«?= -l'.219-0.74a?+0.79a-1.69/?= -r.25 

^(3). B.D.+ 2*>,2664 16 Aquarii. 

+ 7.50U? - 7.770? -18.01a + 5.26/? + 2'.90 = 

- 7.77 to +9.420? +14.87a -4.42/? -8.07 = 

Snn^-^ 8.07 
-18.01to +14,870? +24.07a -8.85/5 -5.14 = 

+ 5.26U? -4.420? - 8.85 a +5.02/5 +2.10 = 

w =* -0.887 + 1.04o?+1.74a-0.70/5 =- -0'.48 
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X fji Virginis J Pegasi. 

+23.50u> - 2.46aj -5.16a +22.12/J + 6Ma = 

- 2.46ii> +38.66a: +49.40a + 0.20/J + 2.80 = 

[n n] = 5'.58 

- 5.16U? +49.40a? +63.21a -1.73/? +2.88 = 

4-22.12W +0.20aj -1.78a +28.66/? + 6.87 =. 

w = -0".260 + 0.10a;- 0.22 or -0.94/3 = -0''.24 

XIL 37 Librae 70 Pegasi. 

+16.75to +4.840? + 7.94 or +15.67 /J + 8'.02 = 

+ 4.84ir +29.28aj +35. 64a -8.39/? +9.85 = 

[nn]=:= 7.92 
+ 7.94 to +85.64 a; +48.88 a - 1.84/? +12.49 = 

+15.67to -8.89a; -1.84a +17.15/? +5.62 = 

ir= -0".479- 0.26a: -0.47 a -0.94/? = -0".44 

XIII. p Librae y Piseium. 

+ 9.00 to -5.22 a; -5.58 a +7.47/? + r.68 = 

- 5.22 to +20. Ola; +28. 17a - 5.17/J +0.00=0 

[nn] = 2.48 

- 6.58 to +28. 17a; +26.88a -5.51/? +0.07 = 

+ 7.47to -5.17a; - 5.51 a +7.01/? + 0.87 =- 

to = -0". 187 + 0. 58a; +0.61a-0. 88/? = -0".22 

^(3). 110 Virginis j8 Piseium. 

+20.25to + 7.93.T +10.64a +17.95/? + 6'.81 = 

+ 7.9310 +83. 99a; +48. 17a -1.44/? + 8.03 == 

[nn] = 7.15 
+10.64to +43.17 a; +54. 80a -1.19/5 +8.98 = 

+17.95to - 1.44X -1.19a +19.03/? +6.05 = 

117 = -0'. 886 -0.89a; -0.52 a -0.89/? = -0'.80 

XIV, 3 Serpentis <f> Aquarii. 

+84.75to +20.69X +27.06a +26.06/? +14'.22 = 

+20.69to +64. 98a; +77.34a -7.28/? +8.63=^0 

^ [nn] = 11.46 

+27.06to +77. 84a; +92.30a - 5.60y5 +11.27 = 

+26.06to -7.28a; -5.60a +34.27/? +10.95 = 

to= -0'.409- 0.60a; -0.78a -0.75/? = -0'.85 
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XV. S Ophiuchi t Ceti. 

+37.60W +33.95X+ 44.94a +11.97/5 - 2'.90 = 

+83.9511? +85. 54a? + 94.60ar -22 98/? - 8.41 = 

[nn] = 8'.22 
+44.94u> +94. 50a; +107.29 a -16.88/? -9.25 = 

+11.97 to -22.98 a: - 16.88 a +80.45/? + 2.62 = 

w = + 0'.077 - 0.91 a: - 1.20 a - 0.82 /? = + 0M5 

C (3). U Ophiuchi / Piscium. 

+14.50to +18. 85a? +24.98a +3.76/? + 5'.75 = 

+13 85W? +17. 67a; +26. 70a -1.88/? +6.24 = 

[nn] = 5.64 
+24.98ii> +26. 70a? +45. 19a +3.76/5 +11.04 = 

+ 8.76u> -1.38 a? + 8.76 a +7.14/5 +1.68 = 

w = -0'.897-0.96a?- 1.72a-0.26/? = -0'.29 

XVIL B.A.C. 5903 fi Piscium. 

+25.88W? +13. 18a? +27. 18a -1.86/? - 5'.88 = 

+16. 13m? +53. 89a? +40. 56a -45.98/? -2.19 = 

[nn] = 9.26 
+27.13U? +46. 56a; +49. 47a -30.78/3 -5.54 = 

- 1 36u? -45.93J? -30.78a +47.64/5 -1.82 = 

w = + 0*. 206 -0.02a;- 1.C5 a + 0.05/5 = +0'.27 

XVI JL B.A.C. 5G47 17 Ceti. 

w = +0. 045 + 0. 76a;-0. 10a- 1.84/5 = +0.06 

7>(3). LI. 32200 B.D.— 0«, 258 

+18.75 u? + 6.';8a; +18.53 a + 7.72/? + 0*.05 = 

+ 6.73 to +14.57 a; +15. 78a -8.08/5 -1.84 = 

[nn] = 5.80 
+18.53t(? +15. 78a; +80.47a +5.08/? - l.i;5 = 

+ 7.72U? -8.08a; + 5.08a +18.88/? +1.98 = 

to = -0*.004- 0.49a; -1.85a -0.56/5 = +0'.08 

XJX, I Coronae A^ Aquarii. 

+15.00ti? +13. 25a? +17. 96a -2.96/5 - 0'.79 = 

+ I8.25t(? +25. 53a; +27. 82a -20.06/? +0.04 = 

[nn] = 8 49 
+ 17.96t(? +27.82a; +32. 08a -17.89/? -0.17 = 

- 2.96 to -20.06a? -17.89a +24.53/? -0.28 = 

to = +0'.053- 0.88a?- 1.20a + 0.20/5 == +0M2 
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XX. 5 H Scuti y Ceti. 

+29.00W -1.60a? +19.61a +12.40/J +2'.79 = 

- 1.60w +64 92a: +26. 81a -70.26/5 +6.27 = 

[nn] = 6'.22 
+19 61W +26.81a? +26 20a -20.10/J +4.69 = 

+12.40W -70.26a; -20.10a +80.67 /? -6.69 = 

ti?=-0'.096 + 0.06a;-0.68a-0.48/? = -0'.05 

-£^(3). g Aquilae. a Ceti. 

+ 32.00ir + 7.31a? +86. 55a +6.95/5 +12'.23 = 

+ 7.81W +53.51.1? +31. 60a -52.44/? +9.19 = 

[nn] = 17.41 
+36.55W +31. 60a; +58.01a -13.06/5 +20.47 = 

+ 6.95W -62.44a; -13.06a +59.64/5 -2.11 = 

w?=-0'.382-023a?-114a-0.22/5 = -O'.Sl 



XXL v Aquilae /Tauri. 

+28.00W + 9.86a; +20.S9a -8.33/5 - 4'.99 = 
+ 9.86 IT +65. 85a; +23. 32a -74.53/5 -2.81 = 
+20.89ti7 +23. 32a; +22. 69a -23.51/5 -8.12 = 
- 8.33u> -74.53a; -23.51a +84.96/5 +2.95 = 

w = +0M78- 0.35 a; -0.75 a + 0.30/5 = +0'. 



[nn\ = 5. 



\nn\ = 7.07 



i^(3). i Aquilae 10 Tauri. 

+34.00U? +21. 74a; +87. 82a -15.72/5 - 0'.38 = 

+21.74W +68. 80a; +35. 53a -71.19/5 +2.38 = 

+37.32W +85. 63a? +53. 53a -26.56/5 +1.68 = 

-15.72W -71.19a; -26.56a +77.80/5 -2.22 = 

ir = +0\011 -0.64 a;- 1.10a + 0.46/5 = +0'.07 



Since w is the only unknown quantity whose value differs in the equations corres- 
ponding to the several pairs of stars I have made this the first quantity to be elimi- 
nated and have placed in the following table the coefficients and absolute terms, etc., 
[A^.l], [6c. 1 J, [cn.l], [SW.1J, resulting from the several eliminations. A summation 
of the quantities standing in the same column will furnish a final set of normal 
equations for the determination of the three unknowns, a;, a and /3. 
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DISCUSSION or THB OBSBBVATIONS. 



Pair. 


Obs. 


[bb.l] 
1.62 


[bc.l] 


[bd.l] 


lbn.lj 


[be.1] 


[CC.1] 


[cd.l] 


*A(l) 


16 


- 1.75 


- 1.82 


- 1.86 


- 8.32 


+ 1.77 


+ 1.94 


*B(1) 


10 


10.86 


- 5.86 


-11.55 


- 8.47 


- 9.62 


+ 2.78 


+ 6.65 


*C(1) 


10 


18.25 


-16.25 


- 8.89 


+ 7.78 


+ 0.89 


+20.04 


+ 4.56 


*D(1) 


7 


0.01 


+ 0.01 


- 0.06 


- 0.18 


- 0.17 


- 0.08 


+ 0.03 


I 


12 


14.78 


-15.68 


- 4.85 


- 4.14 


- 9.94 


+16.74 


+ 4.97 


n 


21 


47.28 


-53.42 


- 2.46 


- 2.47 


-11.07 


+60.44 


+ 2.57 


III 


14 


81.74 


-86.81 


+ 5.28 


- 1.82 


- 1.16 


+41.55 


- 6.57 


*E(1) 


7 


17.46 


-20.84 


- 0.82 


+ 1.44 


- 2.75 


+24.89 


+ 0.98 


P(l) 


28 


41.70 


-50.26 


+ 9.88 


- 8.19 


- 6.87 


+60.62 


-11.64 


IV 


19 


86.64 


-40.24 


+12.62 


- 5.78 


+ 8.14 


+44.44 


-18.41 


V 


21 


47.52 


-50.52 


+28.85 


- 4.81 


+16.00 


+58.84 


-25.08 


*A(2) 


17 


21.54 


-22.88 


+12.26 


+ 2.97 


+18.89 


+24.58 


-12.61 


VI 


27 


56 65 


-56.16 


+88.66 


+ 8.05 


+42.19 


+57.00 


-87.16 


VII 


29 


54.96 


-57.12 


+40.16 


+ 5.54 


+48.54 


+59.85 


-40.57 


VIII 


81 


64.48 


-56.57 


+48.63 


- 7.20 


+49.29 


+50.74 


-41.53 


B(2) 


20 


85.41 


-82.21 


+30.18 


- 1.27 


+82.06 


+81.13 


-26.57 


IX 


26 


58.85 


-45.86 


+44.83 


- 1.14 


+52.19 


+89.88 


-36.88 


*C(2) 


8 


0.25 


+ 0.27 


+ 0.26 


- 0.17 


+ 0.61 


+ 0.27 


+ 0.28 


*D(3) 


11 


0.20 


+ 0.33 


+ 0.16 


- 0.48 


+ 0.26 


+ 0.41 


+ 0.28 


•E(3) 


12 


0.51 


+ 0.68 


+ 0.28 


- 0.89 


+ 1.08 


+ 0.84 


+ 0.35 


*F(2) 


12 


0.65 


+ 0.84 


+ 0.82 


+ 0.27 


+ 2.08 


+ 1.01 


+ 0.88 


*A(8) 


10 


1.87 


+ 1.89 


+ 1.07 


- 0.07 


+ 8.78 


+ 1.61 


+ 0.77 


X 


27 


88.40 


+48.86 


+ 2.50 


+ 2.94 


+92.72 


+62.08 


+ 8.13 


xn 


19 


28.11 


+88.58 


- 7.45 


+ 7.27 


+61.51 


+40.12 


- 8.77 


♦ xin 


18 


16.98 


+19.96 


- 0.84 


+ 0.97 


+37.07 


+28.48 


- 0.92 
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[cnJ] 


[C8.1] 


[ddl] 


Ldn.l] 


[d8.1] 


[nn.l] 


[•a.l] 


Pair. 


+ 1.33 


+ 8.28 


2.01 


+ 1.48 


+ 8.61 


8.49 


+ 4.93 


A(l) 


+ 1.98 


+ 4.95 


12.30 


+3.60 


+ 10.00 


8.70 


+ 5.76 


B(l) 


-9.40 


- 1.05 


1.56 


-2.57 


- 0.84 


5.44 


+ 1.25 


C(l) 


+0.04 


+ 0.05 


0.12 


+ 0.82 


+ 0.41 


2.60 


+ 2.88 


D(l) 


+4.84 


+10.87 


2.25 


+1.61 


+ 8.98 


2.18 


+ 8.99 


I 


+2.07 


+12.26 


1.64 


+0.95 


+ 2.70 


8.66 


+ 4.81 


II 


+1.95 


+ 1.62 


3.05 


-1.18 


+ 1.58 


2.62 


+ 1.62 


ni 


-1.77 


+ 8.20 


0.48 


+0.82 


+ 0.88 


7.87 


+ 7.86 


B(l) 


+9.92 


+ 8.64 


8.78 


-1.82 


+ 0.18 


5.67 


+ 5.58 


F(l) 


+ 6.17 


- 8.04 


5.84 


-2.48 


+ 2.57 


8.74 


+ 1.65 


IV 


+5.22 


-16.49 


12.52 


-2.21 


+ 9.18 


8.87 


+ 2.07 


V 


-8.42 


-14.28 


7.68 


+ 1.18 


+ 8.56 


7.79 


+ 8.52 


A (2) 


-8.03 


-39.85 


27.21 


+2.05 


+ 80.66 


4.89 


+ 6.96 


VI 


-6.01 


-48.85 


82.18 


+3.23 


+85.01 


5.98 


+ 8.74 


vn 


+6.75 


-40.61 


88.18 


-4.94 


+40.29 


6.24 


+ 0.86 


VIII 


+ 1.53 


-26.12 


26.08 


-0.91 


+28.68 


1.82 


+ 0.67 


B(2) 


+0.77 


-42.09 


87.92 


-1.05 


+44.88 


2.29 


+ 0.87 


IX 


-0.14 


+ 0.68 


0.24 


-0.19 


+ 0.60 


1.58 


+ 1.08 


C(2) 


-0.69 


+ 0.48 


0.11 


-0.85 


+ 0.21 


2.02 


+ 0.65 


D(2) 


-0.48 


+ 1 88 


0.02 


-0.28 


+ 0.88 


1.06 


- 0.04 


E(2) 


+0.84 


+ 2.57 


0.05 


+0.11 


+ 0.86 


1.26 


+ 1.98 


F(2) 


-0.11 


+ 8.56 


1.81 


+0.07 


+ 8.24 


1 95 


+ 1.84 


A (8) 


+8.72 


+ 117.78 


2.84 


+0.61 


+ 9.08 


8.94 


+ 11.21 


X 


+ 8.69 


+78.62 


2.49 


-1.88 


-15.61 


4.08 


+18.16 


XII 


+ 1.10 


+ 48.62 


0.81 


-0.52 


" 1.47 


2.17 


+ 8.72 


XIII 
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Pair. 


Obs. 


[bb.l] 


[bc.l] 


[bd.l] 


[bn.l] 


[b8.1] 


[C C.1] 


[cd.l] 


B(8) 


28 


80.87 


+89.00 


- 8.47 


+0.36 


+61.76 


49.21 


-10.62 


XIV 


43 


62.66 


-h61.22 


-22.75 


+0.16 


+91.29 


71.22 


-26,90 


XV 


46 


54.79 


+53.81 


-33.82 


-5.78 


+69.02 


63.44 


-81.23 


*C(8) 


15 


4.44 


+ 2.84 


- 4.97 


+0.75 


+ 8.06 


2.16 


- 2.72 


XVII 


80 


48.82 


+29.62 


-45.08 


+1.14 


+29.50 


20.97 


-29.85 


*D(3) 


16 


11.28 


+ 6.71 


-11.86 


-1.86 


+ 4.27 


5.49 


- 5.82 


*XIX 


18 


18.82 


+11.95 


-17.44 


+0.74 


+ ».07 


10.58 


-14.35 


XX 


82 


64.83 


+2^.89 


-69.68 


+6.42 


+29.06 


12.94 


-28.49 


E(8) 


86 


51.84 


+28.26 


-54.08 


+6.40 


+27.46 


16.26 


-21.00 


XXI 


82 


62.88 


+15.96 


-71.60 


-1.05 


+ 5.69 


7.11 


-17.80 


F(8) 


89 


64.40 


+11.67 


-61.14 


+2.62 


+ 7.55 


12.58 


- 9.80 



fcn.l] 


[C8.1] 


[dd.l] 


[dn.l] 


[d8.1 


[nn.l] 


[8n.l] 


Pair. 


+0.40 


+ 77.96 


8.12 


+0.02 


-16.00 


4.86 


+ 5.64 


B(8) 


+0.19 


+106.78 


14.78 


+0.29 


-33.63 


5.64 


+ 6.28 


XIV 


-6.77 


+ 70.25 


26.63 


+8.54 


-34.88 


8.00 


- 0.01 


XV 


+1.13 


+ 8.41 


6.16 


+0.04 


- 1.49 


8.36 


+ 5.80 


C(8) 


+0.06 


+ 21.30 


47.67 


-2.10 


-28.97 


8.16 


+ 7.26 


XVII 


-1.42 


+ 5.46 


14.50 


+1.95 


- 0.78 


5.80 


+ 4.47 


D(8) 


+0.77 


+ 8.95 


23.95 


-0.89 


- 8.28 


8.45 


+ 4.57 


XIX 


+2.80 


+ 14.64 


75.87 


-6.78 


-29.48 


5.95 


+ 8.42 


XX 


+6.51 


+ 25.01 


58.08 


-4.77 


-21.77 


12.74 


+20.88 


E(8) 


+0.60 


+ 6.87 


82.48 


+1.47 


- 4.95 


5.00 


+ 6.02 


XXI 


+1.95 


+ 16.89 


70.03 


-2.40 


- 2.81 


7.07 


+ 9.24 


F(3) 
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From the summation of the preceding reduced normals furnished by each pair of 
stars I obtain the following normal equations designated as Solution II: 

Solution IL Normal Equations. 

1078.91a? -168.74a -163.59/? -0.55 = 
-168.74 a? +977. 95a -480.58/J +87.81=0 [nn. 1] = 157'.02 

-163 59a? -430.68a +645.02/? -13.88 = 

The solution of these equations furnishes the following values of the unknown 
quantities, together with their weights and probable errors, the latter quantities 
being derived from [nn.4] = 155'. 49, which gives as the probable error of a single 



observation r^ = ifc0'.315. 






Unknowns. 


Weight 


Prob. Error. 


a? = -0'.0081 


924 


±0'.0104 


a = -0. 0446 


615 


±0.0127 


fi = -0. 0104 


401 


±0.0157 



This solution does not appear to me the best result which can be derived from the 
data in hand. Each unknown quantity is the coefficient of a term whose period is a 
year, and it is evident that no series of observations extending over only a small 
fraction of a year or limited to the same portion of different years can contribute 
much to this determination. 

The presence of such limited and undesirable series of observations will be indicated 
in the table pp. 166, 168 by small values of the quadratic coefficients [66.1], [cc.l], 
[dd.l], and I have therefore formed a new set of normal equations by rejecting from 
the table every equation in which [bb.l] is less than 25. This limit, although 
somewhat arbitrarily assumed, corresponds to a real difference in the character and 
quality of the observations, the rejected pairs being for the most part refraction 
stars. These occupied a subordinate place in the observing programme and were 
observed at such times as would least conflict with the observation of the aberration 
stars. The average number of micrometer settings contained in an observation of a 
refraction pair is less than two- thirds of the corresponding number for an aberration 
pair and the settings were at times hastily made in order to complete the observation 
in time for a closely following aberration pair. 

A certain number of pairs of stars entering into the triplets of the refraction ob- 
serving list were observed as aberration pairs and are directly comparable with the 
other aberration stars in quality as well as in the magnitude of the coefficients which 
they furnish. These pairs are retained in the following group of normal equations 
formed by the application of the criterion [bb,l] > 25. 
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Solution III. Normal Equations 

l«52.28a? -188.81a -119.99/? -8.61=0 
-133.81a? +844.92 a -414.62/5 +45.09 = [nn. 1] = 105.70 

-ll9.99aj -414.62a +571.69/3 -20.81=0 

The elimination equations resulting from these normals are 

a; + 0.140a-0.126/J-0'.0038 = 

a -0.522 /J + 0.0589 = 

/? + 0.0076 = 

The values of the unknowns together with their weights and probable errors de- 
rived from 

[nn.4] = 103'.88 r^ = ±0'.296 

are 



Unknowns 


Weight 


Prob. Error 


X = -0'.0058 


838 


±0'.0102 


a = -0. 0579 


491 


±0.0184 


p = -0. 0076 


831 


±0.0163 



The small values derived for a and )3 show that the refraction tables very closely 
represent the seasonal changes in the amount of the refration and it is perhaps doubt- 
ful if these results should be considered as indicating any real deviation from the 
tables. It does not seem permissible, however, to put equal to zero a quantity which 
is more than four times as great as the probable error of its determination and I 
therefore retain both a and )3 in the value of ar, noting only that if they were rejected 
the resulting constant of aberration would be increased by 0'.009. Passing from a 
and )3 to the factor by which they were introduced into the expression for the refrac- 
tion we obtain 

B. = Uo [1 + 0.00058 sin (2;rf+ 188^)] 

an expression which may be construed either as indicating that the true refraction 
attains its maximum excess over the tabular refraction about the autumnal equinox 
and its maximum defect about the vernal equinox, or as arising from some periodic 
change in the instrument or observer. For a star in 45^ zenith distance the maxi- 
mum seasonal deviation of the true from the tabular refractioh in zenith distance 
would be only 0^03. 

The assumed value of the. constant of aberration with which the observations were 
reduced is A: = 20". 4481 and applying to this the values of x found in the several 
solutions there result the following determinations of this constant: 



Solution I 


fc = 20'.499 


±0'.0105 


n 


20.440 


±0.0104 


ni 


20.448 


±0.0102 



BEDUOED NORMAL EQUATIONS. 171 

The values given by Solutions II and III are substantially the same but they differ 
considerably from the result of Solution I and it is a singular coincidence that this dif- 
ference corresponds very closely to the difference in the values of the constant derived 
by Struve and Nyrdn. I have published, Astr. Jour. No. 261, the results of a pro- 
visional discussion of a portion of the observations, which furnished the value 
k = 20'. 494 ± 0*.017. This result is comparable with the result of Solution I since 
the observations are treated by methods not fundamentally different and the numer- 
ical difference in the results is not greater than might be anticipated from the in- 
creased amount of data and elaborateness of discussion contained in Solution I. The 
diminution in the value of k shown in Solutions. II and III is due to the introduction 
of the systematic correction <^ (c?) to my observations. That such a correction is 
required does not seem to me to admit of doubt, but it has been above shown that a 
different algebraic form, a correction to the value of a revolution of the micrometer, 
might be given to this correction which would satisfy the observed data nearly if 
not quite as well as that actually adopted. 

Algebraically a correction to the value of a revolution of the micrometer screw is 
equivalent to the assumption 

(p(d) = ad a = — 0*.07 

and the effect of such a correction upon the constant of aberration would be to dimin- 
ish it in the ratio (27'. 417 — 0'.07) : 27'.417. If this correction were applied to all 
of the observations it would furnish for k the value 20'. 4467, but since observations 
by F have been shown not to require such a correction the difference between this 
value and that furnished by Solution I, 0'.052, should be diminished in the ratio 
C: C4-F where C and F represent the total weights attributed to the observations of 
Observers C and F. This ratio is very approximately 583:652 and the resulting 
value of the constant of aberration is A: = 20*. 452, in substantial agreement with the 
results of Solutions I and II. 

Other algebraic forms for the function <^(c?) may easily be suggested but any plau- 
sible hypothesis with regard to the character of the systematic error in the observa- 
tions by C must lead to a value of k not sensibly different from Struve' s result. 

To illustrate the measure of agreement inter se of the values of A: I have prepared 
the following table which exhibits the value resulting from each pair of stars included 
in Solution III, i. e. each pair for which [bbA] exceeds 25. The quautity x^ is the 
correction to the assumed constant of aberration which would be furnished if the 
seasonal variation of the refraction were assumed to be insensible. The column a fi 
shows the effect of this variation upon the value of k, and a; = a;^ + a )3 is the value of 
the correction when the variation is taken into account. The introduction of these 
terms does not change the mean value of k, by so much as O'.Ol, but it considerably 
diminishes the residuals and eliminates the systematic character of the sequence of 
signs shown in the column x^ : 
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Pair. 


[6&.1] 


aji 


w 

-0.07 


X 


d 


II 


47.8 


• 
+0.05 


-0.02 


+5.8 


m 


81.7 


+ .06 


- .07 


- .01 


-4.2 


F(l) 


41.7 


+ .20 


- .07 


+ .18 


-2.4 


IV 


36.5 


+ .16 


- .06 


+ .10 


+5.5 


V 


47.5 


+ .10 


- .06 


+ .04 


+2.5 


VI 


56.6 


- .05 


- .05 


- .10 


-4.5 


vn 


55.0. 


- .10 


- .05 


- .15 


-2.9 


vin 


64.4 


+ .11 


- .04 


+ .07 


+3.9 


B(2) 


85.4 


+ .04 


- .05 


- .01 


+0.6 


IX 


58.8 


+ .02 


— .04 


- .02 


-0.4 


X 


88.4 


- .08 


+ .07 


- .01 


+1.9 


XII 


28.1 


- .26 


+ .07 


- .19 


-1.8 


B(8) 


80.9 


- .01 


+ .07 


+ .06 


-4.2 


XIV 


52.7 


- .00 


+ .06 


+ .06 


+1.4 


XV 


54.8 


+ .10 


+ .05 


+ .15 


+4.6 


xvu 


48.8 


- .03 


+ .08 


.00 


+2.4 


XX 


64.8 


- .10 


+ .02 


- .08 


+2.8 


E(8) 


51.8 


- .12 


+ .02 


- .10 


-8.5 


XXI 


62.4 


+ .02 


+ .01 


+ .08 


+4.4 


F(8) 


54.4 


- .05 


+ .01 


- .04 


-0.5 



It remains to show that the values of x are still affected with minute systematic 
errors for whose origin I am unable to assign a probable cause. The last column of 
the preceding table gives the mean value of f?, the measured micrometer distance. If 
the values of x be arranged in the order of magnit ide of d and the means of consecu- 
tive groups of five pairs be taken we shall obtain the results shown in the following 
table : 



Meand 


X 


1 
-3.9 


-0'.068 


-0.8 


- .029 


+2.1 


H .005 


+4.8 


+ .066 
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Although these quantities are small there appears to be a well marked sequence in 
their values which is fairly represented by the formula 

X = -O'.OlO + O'.OUd 

It may readily be shown that such a relation would result from an error of meas- 
urement depending upon the square of </, e, g, the application to all the observations 

of the correction 

(p{6) = -O'.OOTd" 

would remove the sequence in the values of x without introducing intolerable errors 
into the measurements of absolute distance, A. The correction, however, does not 
appear to me sufiBciently well established to warrant its application to the observa- 
tions, but we may note that if it be considered real its effect vanishes when c? = 
and since the mean value of d in the twenty pairs of stars contained in Solution III 
is only +0'.5 its effect upon the resulting value of the constant of aberration will 
be evanescent. 

It should be noted that the uncertainty with regard to the algebraic form which 
should be assigned to the systematic corrections which have been represented by <^ {d) 
does not seriously affect the resulting value of the constant of aberration. All of 
the resulting values cluster about the result given by Solution III and differ from it 
by amounts little if at all exceeding its probable error. This might have been antici- 
pated since each of the hypotheses suffices to bring the measured and computed values 
of A into agreement. I therefore adopt as the definitive result of the present inves- 
tigation of the aberration the value given by Solution III: 

Ck)NSTANT OF ABBRBATION = 20*. 448 ± O'.OIO. 



ADOPTED COORDINATES OF THE STARS. 

Since the investigation of the refraction is based in part upon a comparison of the 
observed and computed values of A for the several pairs of stars it will be expedient 
to consider at this point the sources from which I have derived the adopted coordi- 
nates (a, 8) upon which the computed distances depend. As a basis for these coor- 
dinates I have adopted the system of Auwers, Fundamental Catalog filr die Zonen 
Beobachtungen am Nordlichen Ilimmel. Leipzig^ 1879; and I have divided the acces- 
sible data for the formation of star places into five classes, viz. : 

A, Ephemerides and modern catalogues compiled from original sources. B. Origi- 
nal catalogues from the first half of the present century. (7. The more important 
original catalogues from the second half of the present century. B. Original cata- 
logues from the second half of the present century which are either of inferior precis- 
ion or of limited extent. E. The results of a determination of the relative right 
ascensions of most of the stars observed with the prism apparatus, made with the 
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meridian circle of the Washburn Observatory by Mr. A. S. Flint, during the years 
1892-'93, and published in Part 2 of this volume. 

In the following statement of the sources employed the several catalogues are des- 
ignated either by well known titles or by the name of the author, with place and 
date of publication. In the case of all catalogues except Nos. 1, 2, 11, 12, 13, 18, 19, 29, 
systematic corrections have been applied to reduce the catalogue positions to those of the 
adopted system of star places. Wherever possible these corrections have been derived 
from published comparisons of the catalogue in question with the standard system of 
star places. When no such comparison was available I have myself made a sufficient 
comparison for the purpose in hand. 

The extensive reduction tables published by Dr. Auwers In No. 3195-96 of the 
Astronomische Nachrichten were not received until after the completion of the present 
investigation, but I have compared with them the systematic corrections employed in 
the derivation of the adopted star places and find that while there are numerous dis- 
crepancies between the numbers which I have employed and those given in the tables, 
yet upon the whole the agreement is such that I am convinced that no substantial 
improvement in the star places would be produced by introducing these new values. 

AUTHORITIES FOR THE STAR PLACES. 
Class A. 

Vorlaufiger Fundamental Catalog fiir die Siidlichen Zonen. Auwers. 

Berliner Astronomisches Jahrbuch. 

American Ephemeris. 

Catalogue of 1098 Standard Clock and Zodiacal Stars. Newcomb. 

Declinations of Fixed Stars. Boss. 

Class B. 

A Catalogue of 1112 Stars. Pond. 
Stellarum Fixarum Positiones Mediae. Struve. 
DLX Stellarum Fixarum Positiones Mediae. Argelander. 
Places of 5345 Stars Observed * * * at the Armagh Observatory. Robinson. 
Astronomical Observations made at the Royal Observatory, Edinburgh. 
Henderson. 

Class C. 

(11) P. The Pulkowa fundamental catalogues. 

(12) P.M.C. Positions Moyennes de 3542 ^toiles. Pulkowa. 

(13) Romb. Catalog von 5634 Sternen. Romberg. 

• (14) Gr. (date). The several Greenwich catalogues and recent annual volumes. 



(1) 


303*^ 


(2) 


B. J. 


(3) 


A. E. 


(4) 


Nb. 


(5) 


Bs. 


(6) 


Pd. 


(7) 


P. M. 


(8) 


Abo. 


(9) 


Ah. 


(10) 


Eh. 



(15) Rog. 


(16) Cape. 


(17) Cb. 


(18) Bk. 


(19) Hfk. 


(20) Rgh. 


(21) Sj. 


(22) C. B. 


(23) Mh. 


(24) Ps. 


(25) Gw. 
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Catalogue of 1213 Stars. Rogei-s. 

Catalogue of 12441 Stars. Cape of Good Hope. Stone. 

Catalogo General Argentino. Cordoba. Gould. 

Resultate aus Beobaehtungen von 521 Bradley'schen Sternen. Becker. 

Catalogue d' ^^toiles Lunaires. Hilfiker. 

Catalog! delle Declinazioni Medie. Respighi. 

Class D. 

Stjernefortegnelse. Schellerup. 

Miitlere Oerter. Copeland and BOrgen, Gottingen, 1869. 

Erstes Miinchener Sternverzeichniss. Seeliger, Bauscbinger. 

Catalogue de V Observatoire de Paris. Tome I. 

Catalogue of Stars Observed at the Glasgow Observatory from 1860 to 1881. 

(26) Ah. II. Second Armagh Catalogue of 3300 Stars. 

(27) Krh. Ver5flfentlichungen der Grossherzoglichen Sternwarte zu Karlsruhe. 

Viertes Heft. 

(28) Bx. Catalogue de 10792 ifetoiles observ^es a 1' Observatoire Royal de Brux- 

elles. Quetelet. 

Class E. 

(29) F. Publications Washburn Observatory. Vol. IX. Part 2. Flint. 

In combining the data contained in the above authorities I have first obtained 
proper motions from some one of the sources 1, 2, 12, 13, 4, the sequence of the num- 
bers indicating the order of preference. In case satisfactory proper motions could 
not be obtained from the catalogues I have derived them from a discussion of all of 
the data, usually employing graphical methods. The catalogues of Class B have 
been used solely for such determinations of proper motions. 

Whenever the position of a star is given in either of the authorities 1, 2, 3, the 
position there given, or first given in case it occurs in more than one of them, is 
combined with the position given in 29 and the result adopted as the definitive place 
of the star. For those stars whose coordinates are not given in either 1, 2 or 3, I 
have derived values from a discussion of all the data furnished by Classes B, C and E, 
save that I have rarely employed the earlier Greenwich catalogues when the place of 
a star is contained in the Nine or Ten Year Catalogue. For stars whose places can 
not be obtained from more than one of the authorities of Classes B and C, I have had 
recourse to the catalogues of Class D. 

The data upon which the adopted places rest are set forth in the following table. 
It should be noted that the systematic corrections included in the following exhibit 
are those of Aatr, Nachr. No. 3l95-'96 and not those actually employed in deriving 
the adopted places 
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The printed mean values which are adopted for the computation of the As are 
therefore not the best values which could be obtained from the printed data, but it 
may be seen that they differ from these best values by insignificant amounts. 

A number in ( ) placed after the seconds of R. A. or Dec. denotes the number of 
observations upon which the place depends. 



COORDINATES OF THE STARS FOR 1890.0. 



t Ceti. 

Oh 13m, -9*' 26' 

;x = -0-.0082 /x' = -0'.082 

B.J. 49-.873 2M1 

F. .881 (11) .... 


fi Pisciiun. 

Ih 24m, +5** 34' 

M ^ +C».0l80 M' = --0'.087 

Nb. 25«.22 (63) 36'.0 (63) 

Gr.72 .21(19) 36.0(20) 

Romb. .29 (5) 35.3 (5) 

Gr.80 .81 (8) 35.6 (4) 

Hfk. .25(12) .... 

F. .28(12) ... 

25.285 35.82 


P. 21-.25 (7) 57'.4 (5) 
Gr.72 .22 (8) 56.5 (4) 
Gr.87 .28 (2) 58.7 (2) 
F. .28(11) .... 
21.236 57.75 


49.380 2.11 


y Ceti. 
2A 87m, 4-20 45' 


17 Ceti. 

Oh 88W, -IP 12' 

;/ = -0-.0027 /x' = -0M13 


// = -0-.0114 /x'=-0M66 
B.J. 86-020 18'.25 
Rog. 6.04(23)18.6(19) 
Romb. 5.97 (5) 18.5 (8) 
Gr.80. 6.02 (8) 18.4 (14) 
F. 6.015(11).... 
36.020 18.48 


PM.C. 88-.46 (4) 3r.8(4) 
Cape .48(3) 31.9(8) 
Cb. .44(8) 83.0(8) 
Gr.80 .47(3) 81.9(3) 
88.456 82.80 


B. D. 0«, 258. 

Ih 84m, -0« 48' 

;i = +C-.0019 /i' = 0'.C00 

Mh. 29M2 (8) 2'.0 (3) 

P8. .39 (3) 0.8 (3) 

C. B. .44 (2) 0.6 (2 

Ah. II. .37 (2) 1.5 (2) 

Gw. .40 (3) 1.6 (8) 

Kih. .41 (1) 1 (1) 

F. .375(11) .... 

29.377 1.00 


a Ceti. 
2h 56m. +30 89' 


/ Piscium. 

Ih 12m +3^ 2' 

;/ == -0'.0049 /i' = -0".019 


/i = -0-.0029 m' = -0'.073 
B.J. 31-.706 27'.88 
F. .717(32) .... 
31.717 27.88 


PMC.';v48 (4) 5'.7 (4) 
Nb. 7.46 (89) 6.5 (50) 
Gr. 80 7.51 (3) 5.1 (8) 
Hfk. 7.46(15) .... 
F. 7.46(12)... 
7.464 5.64 


/ Tauri. 

3A 24m, +120 88' 

/i = -0-.0002 /i' = +0'.011 

B. J. 47-.968 88'.07 

F. .968(12) .... 

47.965 88 07 


a Piscium med, 

Ih 56m, +2^ 13' 

// = +0-.0016 >u' = +0'.001 
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10 Tauri. 
8* 31w +0^ 8' 
fi = -0.0159 pt' = -CSOl 
P.M.C. 15-.53 (4) 6'.9 (4) 
Gr.60 .54 (9) 6.6 (8) 
Gr.64 .60 (8) 7.0 (3) 
Cape .62 (2) 7.7 (2) 
Bomb. .59 (4) 6.9 (4) 
F. .48(10) ... 

15.500 7.82 



32 Eridani. 
8A 48W -8<^ 16' 
/I = +O.0019 PL' = -O'.OOS 
P.M.C. 46-.08 (4) 50'.8 (4) 
Cb. .08 (4) 60.0 (4) 

Gr.80 .11 (3) 49.4(8) 
F. .01(10) 

46.020 50.00 



/A Tauri. 
4fc 9m, +8* 86' 
pi = -0».0008 ;u' = -0' 012 
P.M.C. 88«.68 (4) 58'.9 (4) 
Pb. .68(18) 58.2 (1) 

Gr.64 .56 (3) 58.8 (8) 
Bx. .68 (2) 61.0 (2) 

Rgh 58.6(20) 

F. .63(18) .... 

83.685 58.60 



c Tauri. 
4* 22», +18*^ 56' 
/* = +0-.0070 /i' = -0'.( 



B. J. 11-.591 8'.75 

F. .584(12) .... 

11.588 8.75 



w* Orionis. 

4^ 48m, +8© 15' 

;u = -O.0004 fi' = -0'.007 

808* 81«.276 86'.48 

. F. .255(15) 

81.265 86.48 



o Orionis. 
5^ 16m, _G«» 29' 
fi = -0-.0C09 n' = +0'.009 
P.M.C. 8.85 (4) 29'.9 (4) 
Cape .81 (2) 29.5 (2) 
Bk. .81 (4) 29.9 (4) 

Or. 80 .79 (8) 80.0 (4) 
F. .80(18) .... 



8.801 29 90 



119 Tauri. 
5^^ 25'», +18«> 80' 
ti = --0».0008 /i' = -0'.003 
Nb. 45-.88(82) 42'. 26 (82) 
Gr.80 .81 (4) 42.1 (4) 
Hfk. .84(14) .... 
F. .82(12) .... 



45.881 42.00 



y Geminorum. 

6* 3l«, +16^ 29' 

+0-.0028 pt' = -0'.085 

B.J. 21-.441 82'.87 

F. .429 (12) 

21.430 82.87 



Canis Majoris. 

6^^ 49w, -ii© 54' 

PL = -O.0105 u' = -0'.008 

808* 4-. 758 4'.45 

F. .728(12) 

4.740 4.45 



19 Monocerotis. 

6^ 57'», -4** 4' 

u = -0-.0014 //' = +0'.028 

808* 27-.117 48'.68 

F. .080(12) 

27.099 48.68 



23 Hydrae. 

9^ 11m, -50 53' 

/i = +0-.0015 >M' = +0',021 

P.M.C. 18-.99(4) 40M(4) 

Cb. .96(4) 88.4(4) 

Cape .89 (2) 41.8(2) 

Gr.80 .97(8)40.8(6) 

Krh. .99(5)89.6(5) 

F. .97(10) ... 

18.972 40.56 



i Hydrae. 

9^^ 84»», -0* 88' 

A ==+0.0049 //' = -0'.068 

Pond 14«.82(10) 87'.6(10) 

P.M.C. .88 (4) 86.8 (4) 

Rog. .80(19) 88.4(19) 

Gr.80 .82(3) 86.9(8) 

Gr. 88 .81 (2) 86.8 (2) 

F. .80(10) .... 

14.828 87.80 
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a Leonis. 


P.M.C. 


1-.09 (4) 83'.8 (4) 


IQh 2t», 4-12' 80' 


Gr.73 


.13 (8) 81.8 (4) 


^ = -0-.0182 /x' = +0'.018 


Gr.80 


.13 (8) 81.6 (8) 


B.J. 80-.807 16'. 46 


F. 


.06(11) 


F. . .881(10) .... 




1.060 83.30 


80.881 16.46 




c Corvi. 







I Leonis. 
10^ 48»», +11° r 
// = -0».0015 /==-0'.020 
B.J 38-.536 87'.85 

Rog. .630(82) 87.21(80) 
llomb. .473(13) 87.30(13) 
Gr.80 .499(29) 88.00(41) 

F. .498(18) 

28.499 87.85 



p'^ Leonis. 

lOfc 56W -!• 68' 

^ = +0-.0002 /t'=r-0'.010 

808* 12«.992 82'. 67 

F. .997 (11) 

12.995 82.67 



V Leonis. 

llh 81»», -0** 12' 

;i = -0-.0018 /i' = +0'.047 

B.J. 18-.977 59' 86 

.979(11) 

18.978 59.86 



95 Leonis. 

U'^ 50'». +16° 16' 

^ = -0-.0004 //' = +0'.018 



12^ 4»», -22° 0' 
// = -0-.0059 m' = +0*.021 
808* 28-.062 28.16 

F. .042(20) 

28.047 28.16 



c Virginis. 
I2h 14»»t, +8° 65' 
/i = -0-.0202 //' = -0'.078 
Nb. 45.76(26) 80.6(26) 
Rgh. ... 80.8(20) 

Gr.80 .75(8; 818(2) 
Hfk. .80(14) .... 
F. .76(12) .... 

45.756 80.80 



8 Virginis. 
12* 60»* +8° 69' 
// == --0-.0886 m' = -0'.047 
8081' 8.707 48.89 

F. .781 (12) .... 

8.719 48.89 



B.D.+2°, 2664. 
18^^ 16», +2° 89' 
// = -0.0070 m' == -0'.082 
P.M.C. 6.05 (4) 57.7 (4) 



Rog. .10 (6) 56.8 (6) 
Gr.80 .06 (8) 56.2 (8) 
F. .04(18) .... 

6.045 56.15 



a Virginis. 

18* 19», -10» 85* 

/I = -0.0044 m' = -O'.OIS 

308* 28-.872 12'.80 

Gr.80 .888(162) 18.86(86) 

F. .864(18) 

28.866 18.86 



<^ Virginis. 

14* 22«», "V 44' 

// = -0«.0102 //'=i-0'.002 

B. J. 82-.060 4'.56 

F. .049(11) 

82.055 4.55 



fi Virginis. 

14* 87m, -5« 10* 

// = +0-.0056 //' = -0'.805 

B. J. 15.761 46.73 

F. .765(14) 

167768 46.72 



109 Virginis. 

14* 40»», +20 31' 

M = -0-.0094 /i' = -0'.027 

B.J. 41 .223 24'.28 

F .286(18) 

41.282 24.28 
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c Bootis. 


37 Librae. 




14fc 40m 4.270 82' 


16* 28'», -90 


41' 


/i = -0-.0048 /i' = +0'.001 


li = +(»•. 0178 //' = 


-0\285 


Nb. 10.95(889) 17.2(889) 


808* 9-. 921 


12'.99 


Pulk. '65 .99 (22) 16.9 (22) 


Hfk. .920 (17) 


.... 


Rog. .97 (18) 17.0 (18) 


F. .942 (18) 




Romb. 11.01 a8) 17.4 (18) 
Gr.80 10.97 (55) 17.5 (55) 


9.928 


12.99 






F. .95 (18) .... 


* Hnronaft. 





110 Virginis. 

14* 57m, +20 81' 

;i = -0«.0050 //'=.+0V010 

P.M.C. 20.63 (4) 24'.6(4) 

Gr. 60 .58(8) 24.8(8) 

Gr.80 .58(8) 24.9(3) 

F. .58(14) .... 

20.580 24.59 



3 Serpentis. 

15* 9»», +5« 20' 

/i = -0«.0020 /z' = +0'.008 

B.J. 48.802 52.94 

P. .285(11) 

48.257 52.94 



p Librae. 

15* 11»», -8» 58' 

ji = +0«.O069 m' = -0M05 

B. J. 5-.242 85.98 

F. .248(18) 

5.248 85.98 



15* 57"*, +80« 9' 
^ = -0'.0080 //' = -0\014 
P.M.C. 2-.28(4) 82V8(4) 
Gr. 72 .16 (8) 88.0 (8) 
Bk. .22 (4) 88.5 (4) 

F. .17(18) ... 

2.170 88.20 



8 Ophiucbi. 

I6fc 8»», -8» 24' 

//=r-0-.0049 m' = -0M87 

B. J. 84.881 88.21 

F. .868(18) 

84.850 88.21 



B. A. C. 5647. 
16* 44'», +18» 27' 
^=-0-.0028 //' = +0'.020 
P.M. 29-.92(4) 14'.4(4) 
P.M.C. 80.01 (4) 14.8 (4) 
Gr.80 29.91(8) 14.6(8) 
F. 29.94^6) .... 

29.984 14.72 



U Ophiucbi. 

17* 10»», +1* 20' 
;i = 0«.000 //' = 0'.00 

PM.C. 56-93(4) l'.5(4) 
Rog. .89(6) 1.7(6) 

Gr. 80 .81 (8) 0.9 (8) 
F. .81 (16) ^^ 

56.846 1.40 



B. A. C. 5903. 

17* 28"*, +0<» 25' 
;x=-0'.0075 /* =0'.000 
Eh. 12.98(8) 15.6(8) 
Ah. 12.95(5) .... 
P.M.O.18.05(4) 12.2(4) 
Gr.45 13 02(2) 14.8(2) 
Gr.50 18.08(8) .... 
Bx. 12.86(4) 12.4(5) 
Gw. 18.01(2) 10.7(8) 
Gr.80 18.02(4) 14.8(4) 
F. 12.95(16) .... 

"12! 978 14.20 



LI. 32200. 

17* 84». -0» 84' 
^ = 0».000 /z'==0'.00 

Schj. 18..06 (1) 86'.9 (1) 
C. B. .07 (2) 88.8 (2) 
Cb. .08 (8) 40.4 (4) 

F. .07(16) .... 

"l8l064 89.00 
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5 H Scuti. 

18* dim, -80 22' 

M = -0-.0004 M = +0'.034 

808* 81-.794 58'.98 

F. .787 (16) .... 


16 Aquarii. 

21h 15m -60 1' 

jn = -0.0081 m' = +0'.004 

808* 18- 266 85'. 54 


<l> Aquarii. 
28* 8m, -60 88' 
/I = +0-.0012 ^' = -0M88 
Nb. 87.53(86) 80.9(86) 
P.M.C. .47 (4) 80.9 (4) 


81.792 68.98 


{ Aquarii med, 
22* 23m -00 84' 
/i = +0-.0186 /i' = +0'.042 
P. '66 10.11(14) 69.8 (6) 
Rog. .09(26) 68.0(25) 
Romb. .10 (8) 58 8 (8) 
Gr.80 .11 (1) 68 4 (1) 
F. .04(11) 

10.078 68.07 

« 


Rog. .54(21) 81.2(21) 


g Aquilae. 
18/i 67"* -8« 51' 
/i = +0i.00l8 /i' = +0'024 
PM.C. 6-98(4) 27'.7(4) 
ROK. .92(4) 26.6(4) 
Cb. .79 (4) 27 6 (4) 
F. .88(16) 

6.904 27.14 


Gr.80 .50(11) 81.1(11) 
Hfk. .53(23) .... 
F. .52(12) .... 
87 621 80.85 


y Piscium. 

28* llm +20 40' 

/i = +0-.0487 ^'=:+0'.017 

B.J. 27.742 52.59 


r Aquilae. 


F. .762(18) 


19^ 20m, +00 7' 
/i = -0-.0025 /i'== +0*024 
Ah*. 68-.68 (8) 
P.M.C .50(4) 11.2(4) 
Bk. .54(4) 11.8(4) 
Gr.80 .68 (4) 11 8 (6) 
F. .61 (14 


f Pegasi. 

2i* 85m, 4-100 16' 

/I = +0-.0044 /i' = -0'.018 

B. J. 68.662 25.76 

P. .684(11) 

58.643 26.76 


27.765 62.59 


70 Pegasi. 

28* 28m +120 9' 

x/r= +0.0018 ^' = +0'.080 

B.J. 86..469 12'.87 

F. .474(18) 

85.470 12.87 






63.517 11.65 


ft Piscium. 

22h 68m +80 18' 

/i = -0-.0008 ^' = -0'.015 

P.M.a 16-.74 (4) 89'.7 (4) 

Cape .76 (2) 40.2(8) 

Romb. .77 (2) 40.9 (2) 

Gr. 80 .70 (1) 89.9 (1) 

F. .78(12) .... 

16.780 40.26 


J." Aquarii. 


i Aquilae. 
m 81m. -10 81' 
;i = -0-.0O24 /i'=-0'.006 
Pond 1.88(10) .... 
P.M.C. .85(4) 47.8(4) 
Gr.60 .81 (8) 48.1(4) 
Gr.80 .88(8) 47.7(8) 
F. .84(14) .... 
1.885 47.50 


28* 86m -ISO 25' 
;/ = +0i.0010 ^' = +0'.022 
P. 65 ... 85.60(24) 
Cb. 8.20 (4) 86.5 (4) 
Cape .28 (2) 87.0 (2) 
Gr.80 .15 (8) 85.0 (8) 
Gr. 88 .15 (1) 86.9 (1) 
F. .14(12) .... 
8.140 85.68 
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In connection with the normal equations resulting from the observations of each 
pair of stars, pp. 158, 165, there is given the elimination equation fort/?, the correction 
to the assumed value of the arc joining each pair of stars. There is also given the 
value of iff obtained by substituting in the elimination equation the values of aj, a and 
P derived from Solution III. 

The following table contains a comparison of the resulting distances, A = D + Wy 
when corrected for the effect of diurnal aberration, with values of \ computed from 
the adopted coordinates of the stars : 

Comparison of Observed and Computed d. 



Pair 


No. 
Ob8. 


D+w 


Di.Ab. 


^0 


C.-O. 


Colors. 


/( 


«) 


/w 


V 


A{1) 


16 


51,91 


+0.02 


52.90 



+0.97 








-0.50 




0.00 


• 
+0.08 


B (1) 


10 


20.82 


- 


.08 


21.88 


+1.09 





0: 


- 


.40 


.00 


+ .26 


C(l) 


10 


0.86 


- 


.04 


1 45 


+0.63 


1 


2: 


- 


.80 


+ .18 


+ .05 


D(l) 


7 


18.55 




.00 


17.77 


-0.78 


1 


8 


- 


80 


+ .21 


-1.81 


I 


12 


28.19 


+ 


.08 


28.78 


+0.56 








- 


.26 


.00 


- .14 


II 


21 


4.24 


+ 


.02 


5.15 


+0.89 


1 





- 


.16 


+ .06 


+ .34 


III 


14 


2.44 


+ 


.05 


2.98 


+0.49 


2: 


1 




.00 


+ .16 


+ .21 


E(l) 


7 


88.12 


- 


.04 


38.97 


+0 89 


8 


4 


- 


.10 


+ .87 


+ .72 


F(l) 


28 


51.57 




.00 


52.08 


+0 51 


1 


2 




.00 


+ .16 


+ .28 


IV 


19 


44.41 


- 


.01 


45.16 


+0.76 





2 


+ 


.07 


+ .11 


+ .60 


V 


21 


48.77 


+ 


.01 


48.51 


-0.27 





8 


+ 


.19 


+ .16 


- .86 


A (8) 


17 


40.86 


+ 


.01 


40.56 


+0.19 





1 


+ 


.24 


+ .05 


+ .04 


VI 


27 


44.11 


+ 


.11 


48.97 


-0 25 


8: 


8: 


+ 


.80 


+ .82 


- .07 


vn 


29 


22.21 


- 


.18 


21.85 


-0.18 


2 


2: 


+ 


.07 


+ .81 


- .84 


vni 


81 


7.56 


- 


.10 


7.14 


-0.82 


4 


0: 


+ 


.25 


+ .21 


- .80 


B(2) 


20 


51.88 


+ 


.02 


50.98 


-0.87 


0: 


2 


+ 


.27 


+ .11 


- .48 


IX 


26 


51.40 


- 


.08 


51.45 


+0.08 





1 


+ 


.29 


+ .05 


+ .03 


C(2) 


8 


11.88 


+ 


.08 


12.14 


+0.28 


2: 





+ 


.23 


+ .11 


+ .18 


D(2) 


11 


15.69 




.00 


15.57 


-0.12 


3 


1 


+ 


.22 


+ .21 


- .18 


E(2) 


12 


0.82 


- 


.01 


1.78 


+0.92 


4 


0: 


+ 


.16 


+ .21 


+ .85 


F(2) 


12 


85.75 


- 


.01 


85.69 


-0.05 


2 





+ 


.15 


+ .11 


- .28 


A (8) 


10 


80.52 


- 


.08 


80.46 


-0.08 


1 


0: 


+ 


.16 


+ .06 


-•2e 
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Pair. 


No. 
Obs. 


D + w 


Di. Ab. 


^0 


C.-O. 


Colors, 


f(a) 


fW 


V 


X 


27 



9.76 



+0.05 



10.22 



+0.41 


2: 







+0.17 




+0.11 




+0.25 


XI 


1 


15.20 


.00 


15.60 


+0.49 


1 





+ .17 


+ .06 


+ .27 


XII 


19 


58.56 


+ .08 


58.58 


-0.06 


2: 


2 


+ .19 


+ .21 


- .10 


XIII 


18 


4.78 


+ .05 


4.42 


-0.41 


0: 


2 


+ w 


+ .11 


- .55 


B(8) 


23 


4.70 


.00 


5.17 


+0.47 


2 





+ .19 


+ .11 


+ .83 


XIV 


43 


87.15 


- .04 


86.73 


-0.88 


8 


8: 


+ .19 


+ .88 


- .81 


XV 


46 


54.15 


- .03 


58.98 


-0.14 


8: 


1 


+ .17 


+ .81 


- .20 


C(8) 


15 


28.71 


+ .01 


23.62 


-0.10 





1 


+ .13 


+ .06 


- .86 


XVII 


80 


40.77 


+ .02 


41.21 


+0.42 


2 


2 


+ .10 


+ .81 


+ .29 


I>(8) 


16 


57.08 


.00 


58.49 


+1.41 


1 


1 


+ .10 


+ -11 


+1.18 


xvm 


2 


48.06 


- .09 


48.41 


+0.44 


1 


2: 


+ .16 


+ .16 


+ .82 


XIX 


18 


5.12 


- .16 


4.91 


-0.05 


0: 


2: 


+ .17 


+ .11 


- .21 


XX 


82 


81.45 


+ .04 


81.68 


+0.14 


2: 


1 


+ .01 


+ .16 


- .18 


B(8) 


86 


44.69 


+ .08 


44.67 


-0.05 


0: 


8 


.00 


+ .16 


- .88 


XXI 


32 


87.22 


+ .08 


87.70 


+0.45 


2 


2 


- .08 


+ .81 


+ .14 


F(8) 


89 


48.07 


+ .01 


48.14 


+0.06 





1 


- .08 


+ .06 


- .41 



The numbers in the column C. — 0. are the data from which is to be derived the 
correction to the adopted refractions, but it is to be noted that these nimibers depend 
upon the adopted positions of the fundamental stars contained in the Berlvier Jahr- 
buchy and if these positions are affected with any systematic error other than an 
error of equinox the effects of this error will be perpetuated in the values of C. — 0. 
In the table the pairs are arranged in the order of the sidereal times at which the 
stars composing a pair have equal zenith distances, t. e. nearly in the order of right 
ascension, and the sequence of values of C. — 0. indicates no marked periodicity such as 
would be caused by errors in the right ascensions of the clock stars having the form 

-^ i^. i4. = Ci Bin (a+ C^), AR.A. = c„ Bin (2 a+ C,) etc. 

but for the sake of a more careful examination of this matter I have united into means 
the individual results from pairs having nearly the same right ascension and have 
placed these in the following table, together with the corresponding results which 
would have been obtained had the adopted star places used in deriving the computed 
values of A, been referred to the systems of the Nautical Almanac and the Connaiasance 
des Temps for the epoch 1883. The reductions to these respective systems were de- 



8T8TXHATI0 XRROES Of THE SPHXMXEIDES. 



183 



rived from the Tafdn zur Reduction avf das St/stem des Berliner Jahrbucfis, etc. , con- 
tained in the appendix to the Jahrbuch for 1884. In the computation of these reductions 
I have assumed that the only systematic error in the star places which can sensibly 
affect the values of C, — 0, is the error in the right ascension depending upon the 
right ascension, i. e, that which is usually denoted by the symbol A^o^. The first 
column of the following table contains the limiting values of the sidereal times of 
observation T, of the several pairs united into a mean, the second column the num- 
ber of such pairs, n; and the third, fourth and fifth columns the mean values of 
C. — 0. for the three ephemerides. The right ascensions of the American Ephemeris 
differ so little from those of the Berliner Jahrhuch that the column B, J. may be con- 
sidered as representing both of these systems. The last column contains the residui^ 
V obtained by comparing the numbers in the column B, J. with the curve of systematic 
error in the adopted right ascensions, explained below. 

Yalubs of C — Q. 



LimitB. 


n 


B.J. 


M A. 


ar. 

* 

+2.42 


V 


h h 
1.1.... 8.2 


2 


+1.08 


+2.18 


-0.22 


5.5.... 6.4 


4 


+0.82 


+0.80 


+0.72 


+0.80 


7.1.... 7.5 


8 


+0.70 


+0.82 


+0.81 


-0.28 


8.4.... 9.8 


4 


+0.11 


+0.26 


-0.20 


+0.06 


9.9.. ..11.1 


4 


-0.20 


-0.16 


-0.56 


+0.26 


13.9.... 18.5 


2 


+0.08 


+0.28 


-0.22 


+0.05 


15.0.... 15.6 


2 


+0.48 


-0.27 


-0.88 


-0.22 


17.5.... 18.6 


4 


+0.20 


-1.08 


-0.74 


0.00 


18.8.... 19.6 


8 


-0.11 


-1.11 


-0.87 


+0.28 


20.4... 21.2 


8 


+0.06 


-0.45 


-0.81 


+0.14 


21.6.... 22.2 


4 


+0.48 


+0.44 


+0.49 


-0.20 


22.7.... 28.5 


8 


+0.08 


+0.58 


+0.61 


+0.80 



The differences between values of C — which stand in the same line of this table 
are due solely to the differences between the ephemerides, and the very considerable 
values which these differences attain, more than a second of arc, illustrate the uncer- 
tainty affecting the computed values. The comparisons with the Nautical Almanac 
and the Connaiesance des Temps show unmistakably a variation depending upon a, 
having a period of 24^ and a coefficient not much less than one second of arc. The 
Berliner Jahrlmch and American Ephemeris seem to be nearly free from error of this 
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kind, although there is some indication of larger values of C — at the beginning and 
end of the column than in the middle, and it is not improbable that this excess de- 
notes a small but real error in the system of right ascensions adopted for the funda- 
mental stars. It does not appear that this variation in the values of C — can be 
attributed to the observations since the method of reduction is such that every term 
having a period of 24^^ must have been determined and elimioated through the in- 
troduction of the constants a and /S. 

The differences exhibited by the several columns of the preceding table serve also 
to emphasize the uncertainty affecting the computed length of any long arc in the 
heavens. It is probable that the measurement of the distance between two funda- 
mental stars made on a single night with the prism apparatus will furnish a better 
determination of the length of the arc than can be derived from the tabular right 
ascensions of the ephemerides. 

I have made a graphical adjustment of the quantities contained in the column B, J. 
and from the resulting curve I have determined the corrections / (a) contained in the 
table at p. 181. By the application of these corrections the observed values of C — 
are freed from the effect of the apparent periodic error in the assumed system of right 
ascensions. 

The following additional conclusion with regard to the right ascensions of the stars 
seems to find its most appropriate place here. 

In A Determination of the Solar Parallax from Observations of Mars, Made at the 
Island of Ascension in 1877, by David Gill, LL.D., the author bases upon a compar- 
ison of his heliometer observations of stars with meridian determinations of their 
places the conclusion that, in general, chronographic determinations of the right ascen- 
sions of faint stars make these right ascensions relatively greater than those of 
brighter stars; loc, cit.y p. 78. 

It is apparent that if this conclusion is well founded the computed distance separ- 
ating a pair of stars of different magnitudes will in general be greater than the true 
distance if the brighter star precedes the fainter star and will be less than the true 
distance if the preceding star is fainter than the following one. I have therefore, at 
Dr. Gill's suggestion, examined the observations made with the reel to determine 
whether any effect of difference of stellar magnitude is shown in the comparison of 
the measured and computed distances. For this purpose I have employed the thirty- 
eight residuals, v, of the table at p. 181, arranged in the order of difference of stellar 
magnitude of the stars composing a pair, this difference being considered positive 
when the brighter star precedes the fainter. 

Giving equal weight to the result from each pair of stars and taking the mean of 
groups of consecutive values we obtain the following mean results in which a positive 
sign for v indicates an excess of the computed over the observed value. M denotes 
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the mean difference of magnitude, m the number of pairs and n the number of obser- 
vations in each mean value of v. 



M 


m 


n 


V 








• 


-2.3 


8 


162 


-0.25 


-0.8 


7 


169 


-0.09 


0.0 


8 


176 


-0.01 


+0.4 


7 


118 


+0.09 


+1.7 


8 


180 


+0.26 



The nimibers in this table appear to me to confirm Dr. GilFs conclusion that the 
right ascensions of the fainter stars are too great, and from a graphical adjustment of 
the data I find that between the second and seventh magnitudes this excess amounts 
to 0M4 = 0v009 per magnitude, for the right ascensions here employed. C/. the Cape 
Catalogue, 1885, p. xiv. I have made no use of the correction thus determined 
in the discussion of the observations, since its effect upon the quantities under inves- 
tigation is evanescent. 

A preliminary classification of the values C — with respect to the type of spectrum 
assigned to the stars by the Draper Catalogue having rendered probable a dependence 
of these values upon the character of the light emitted by the star, I have resorted 
to the following method for a more careful examination of the matter : 

Adopting as most convenient for this purpose the development of the refraction in 
powers of tan z I derive from Resal (M^canique Cileste^ p. 431), the following expres- 
sion for the refraction in zenith distance: 



C = ,(l+|._l)tan. + .(f-l)tan.. + 



(85) 



where -^ = 0.001252553, is the ratio of the height of the homogeneous atmosphere to 

the radius of the earth, and n^—\ 

^~ 2n> 
n being the index of refraction of air. 

According to Kaiser and Runge {Astronomy and Astro- Physics^ No. 115) we have 
at 0** C and a barometric pressure of 760»»*'» 

n = 1.00028817 + 1.316 A— « + 81600 A—* (86) 

which reduced to the normal temperature and pressure of the Pulkowa Refraction 

Tables becomes 

n = 1.00027652 + 1 JMJ8 A— « + 80210 A.—* (87) 

where X denotes the wave length of the light whose index of refraction is n. 
Putting n — 1 = fh expressing a in terms of fi and passing from the refraction in 
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zenith distance to the effect of refraction upon the distance A between two stars, we 
obtain 

ie = 3tanyji/ + ^tan««- ^Bec«« I (88) 

Differentiating this expression with respect to /*, we obtain 

4^ = -^ = 2tan-jl+/itan«z--8€C«zl (8») 

and 

-^= -2tanyjl+/itan«;8-^»ec«;8 [ ( 2 616A— • + 120840A— » ) (90) 

Introducing numerical values into the expression and putting X = 589 /a^a, the D 

line, we obtain 

M = 0.00027940 



^ = -o-.oioo|i-o. 



i 



= -O'.OIOO \ 1-0.00097 sec* « V (91) 



It appears that this differential coefficient is sensibly constant at all zenith dis- 
tances at which the refraction can be represented by the assumed formula e. g, to 
25=79o. Since the total refraction R is due in equal parts to the refraction suffered 
by each of the two stars composing a pair, I adopt as the expression for the effect 
upon Rot Sk deviation AX of the light of one star fr<xn an assumed normal wave length 

JR = -O'.OOW ^X 

and the total effect upon the refraction will be the sum of the Ai?s contributed by 
each star of a pair. 

In the absence of any means of determining directly the average wave length of 
the light emitted by the several stars of my observing list, I have had recourse to 
the color estimates contained in Vogel and Miiller's spectroscopic survey {PubliccUionen 
des Astrophysikalischen Ohservatoriums zu Potsdaniy Dritter Band) supplemented by 
the Draper Catalogue for the eighteen stars of my list not included within the limits 
of the former work. The color indications of the Potsdam volume are represented by 
seven symbols corresponding at the beginning to white and at the end to red light, 
and the volume furnishes no data for passing from these symbols to the correspond- 
ing wave lengths. In the absence of such data I assume that the observers attempted 
to uniformly divide the color interval from white to red so that the interval between 
consecutive symbols when measured in terms of sensation, is constant throughout the 
series. Assuming the psycho-physic law to hold for the color sense the uniformity 
of the sensation interval furnishes a constant difference in the logarithm of the wave 
lengths, and if the magnitude and sign of this constant difference in log X be deter- 
mined from the values of C — tabulated above, a very complete check, both upon the 
legitimacy of the assumptions made and upon the reality of the effect of color 
upon the observed refractions, may be derived from the condition that the wave 
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length assigned by the observations to stars designated by the observers as red shall 
fall in the red part of the spectrum, etc. 

The color symbols of the Potsdam volume, the colors which they represeut and a 
number which I have chosen as for my purposes a more convenient symbol are con- 
tained in the following table. For those stars whose colors were taken from the 
Draper Catalogue I have assumed from a comparison of stars common to the two 
catalogues that the D. C. letters A to D are represented by the number ; E to K by 

2 and M by 3 : 

Table of Symbols. 



Na 


Potsdam 
SymboL 

W 


Color. 





White. 


1 


O W 


Yellowish white. 


2 


WQ 


White yellow. 


8 


G 


YeUow. 


4 


RQ 


Baddy yellow. 


5 


GB 


YeUowish red. 


6 


R 


Red. 



The numbers in the column "Colors" of the table at p. 181, represent the colors of 
the stars in the manner above determined, those stars whose colors were derived 
from the Draper Catalogue being indicated by a : after the number. If we denote 
by / the constant difference between the logarithms of the wave lengths of consecutive 
color classes it is evident that the number that represents the color of a star repre- 
sents also the number of Is that must be added to the loffk of a white star in order 
to obtain log X for the star in question. 

Since we have 

JR = -O'.OOSO J A = -6'.80 /S log X 

it is evident that if we represent by m the sum of the color numbers corresponding 
to a pair of stars then — Q'.SOlm will represent the excess of the actual 

refraction for such a pair of stars over the refraction for a pair of white stars and 
putting 6^80 I = X the correction to the tabular C—0 will be +mx.. Each C—0 fur- 
nishes for the determination of x an equation of the form 

C-O = K-mx 
where K is the mean value of C — for white light. The individual equations are so 
readily formed from the data given in the table that I omit their formal presentation. 
The normal equations resulting from the thirty-eight pairs of stars are: 

88i:-101aj = H-ll'.85 
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The solution of these equations gives 

K = +0'.439±0'.096 x = +0'.053±0'.08l I = +0.0078. 

The constant difference in log X is therefore 78 units of the fourth decimal place, 

and if we asssume the D line as corresponding to the wave length of the light of an 

average yellow star we shall have for the logarithm of the wave length for an average 

red star 

\ogX = 2.7700 +0.0078 (6-8) = 3.7934 A = 621.5 

and for an average white star 

log A = 2.7700 +0.0078 (0-8) = 2.7476 X = 559.0 

When the color of a yellow star is identified with the D line the micrometric obser- 
vations determine the color of an average red star as falling approximately midway 
between the Cand D lines of the spectrum and an average white star as falling be- 
tween the D and E lines, but nearer to D, 

As a control upon the values of x and / above determined, I have submitted to four 
different persons the Stern- SpectrcUtaf el of H. C. Vogel with a request to identify 
upon it the colors: yellow, ruddy yellow, yellowish red and the superior limit of 
red. I have also had similar determinations made directly from the prismatic solar 
spectrum by two persons. The mean wave lengths corresponding to the color sym- 
bols as thus determined are : 

G HG GR R 

SpectraJtafel 592 606 616 688 mm 

Solar Spectrum 589 599 612 681 uu 

It is obviously impossible to determine in this manner the wave lengths to associ- 
ate with any of the symbols involving the letter IT, white. The two series of results 
taken separately give as an average value for /, +110, +100, or excluding the R, which 
from the nature of the case is very poorly determined, I = 85 and / — SO. Any one 
of these results differs from the value of / found from the star observations by less 
than the probable error of the latter and warrants the conclusion that the theoretical 
effect of the atmospheric dispersion of light is shown in the observations. 

After the preceding pages had been written I received from Professor H. C. Vogel, 
Director of the Potsdam Astro-Physical Observatory, in response to a request for at 
least an approximate identification of the wave lengths corresponding to the color 
symbols above employed, the following values of X, accompanied with the statement 
that they must be regarded as only rude approximations: 



Symbol 


W, 


GW. 


WG, 


G. 


RG. 


GR. 


R. 


X 


550 


560 


570 


585 


595 


605 


610 



MM 

The value of / resulting from these numbers is 0.0081, in excellent agreement with 
that derived from the observations and from the SpectrcUtafel. I adopt the value 
0.0078 i^bove derived and have employed Professor Vogel's numbers to determine the 
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absolute wave length corresponding to the average color of the stars observed, whose 
mean color number equals 1.1, as follows: 



Symbol. 


log A. 


Red'ntol.l 


Resulting W. L. 


V. 


W. 


3.7404 


+ 86 


6QI MM 


1 


G. W. 


.7482 


+ 8 


561 


1 


w.a. 


.7B59 


- 70 


561 


1 


G. 


.7672 


-148 


565 


8 


B.G. 


.7746 


-226 


564 


2 


G.R. 


.7818 


-804 


563 


1 


n. 


.7858 


-882 


559 


3 



The resulting wave lengths corresponding to the color number 1.1 are in much 
better agreement than could be anticipated from the character of the data employed 
and furnish an excellent control upon the legitimacy of the hypothesis of a constant 
increment in log X as well as upon the numerical value of / furnished by the observa- 
tions. I adopt as the mean wave length of the light of the stars observed 

XsB 562.0±0.6/ifi. 

The results thus obtained may be employed for a determination of the effect of 
atmospheric dispersion upon the amount of the refraction in zenith distance. Thus 
from equation 88 we have for the refraction in z 



B = 206265 j /I + ^tan««-^Bec«;K 



tan « 



(93) 



Differentiating this expression with respect to X and dividing the result by i?, we obtain 

120840 



R 






2.516 + 



.|(l + ftan..) 



(93) 



The last factor in this expression differs so little from unity that as a mean value 
I put z «= 45^ and passing to logarithms and introducing the numerical values, X = 562 
/A = 0.0002755, which correspond to the normal pressure and temperature of the 
Pulkowa Refraction Tables and the mean wave length of star light, there is obtained 
in units of the fifth decimal place 

^ log i2 = -2.58 JA (94) 

where AX is to be expressed in millionths of a millimeter. 

This expression shows that at 70^ zenith distance the refraction suffered by a yel- 
low star is 0'.3 less than that of a white star, a sufficient indication that for any 
refined investigation the effect of color upon the refraction is of sensible amount; 
e, g, in determinations of the solar parallax from observations of Mars the tabular re- 
fractions employed for the planet are too great and the resulting parallax is too great. 
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The column /(X) of the table at p. 181, contains the color correction to the refrac- 
tion, i. e. the value of mx, and the column v shows the residual furnished by each 
pair of stars. There are but two residuals greater than 1^ and as these have 
opposite signs and occur in triplet D they may arise from the assimied right ascen- 
sion of the star B.D, — 0^^, 258, being about 0\08 too great. A more plausible expla- 
nation may be found in the supposition of systematic errors of bisection in the case 
of this star which is the faintest in the observing list. Since the micrometer dis- 
tance, c?, is +4' in one of the pairs into which this star enters and —5' in the other 
pair, such a systematic error would render one of the measured arcs too small and 
the other too large, but the error would be eliminated from the mean result fur- 
nished by the triplet. 

By the introduction of the corrections f(\) the [yv] for the C — is reduced from 
7^.45 to 6'. 74 and the probable error of an average C — 0, when due. regard is paid 
to the number of determinations of unknown quantities represented by the graphical 
adjustment of the periodic errors of the right ascensions, is ±0'.33, or ±0'.29 if the 
effect of error in the right ascension depending upon magnitude be taken into ac- 
count. This probable error arises from errors of observation and errors in the 
assumed coordinates of the stars, and assuming the average number of observations 
of a pair to be 20 we find for the probable error r^ of an average right ascension : 

^*'i' + -^^W^ =(0.83)« • r, = ±0-.015 
or 2 ri« + -^^^^ = (0.29)« r^ = ±0-.018 

This should be compared with the results of the discussion given by Dr. Auwers 
(Astronomische Nachrichten^ No. 2714), where it appears that for the epoch 1891 the 
corresponding probable error in right ascension of the best determined Hauptsterne is 
±0*.014, ». e. the adopted right ascensions upon which the computed distances depend 
are shown by the observations to have very approximately the same degree of precis- 
ion as the right ascensions of the best determined fundamental stars. Since the 
probable error of a computed distance is approximately the same as the probable error 
of a single observation, I have not assigned weights based upon the number of obser- 
vations to the several values of C — 0, but have given them all equal weight in the 
determination of a correction to the refraction tables. 

This correction must be derived from the excess of the computed, over the meas- 
ured distance. A, and a value of this excess, if, has been already obtained, p. 188. 
But since this value depends upon the adopted right ascensions of the stars and may 
be supposed affected by their errors, it should be noted that a value entirely free from 
the effect of errors of this kind may be obtained from the refraction pairs alone, as 
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has been already indicated. Taking the mean C — for the pairs composing each 
triplet, we obtain the following results : 



Triplet 


C-0 


P 

5 


A 


9 

+0.88 


B 


+ .49 


5 


C 


+ .40 


8 



Triplet 


C-0 


P 


2> 



+0.85 


8 


E 


+ .85 


4 


F 


+ .80 


6 



The weights given in the column p are computed from the formula 



P 



1- + - + -^-} 



where tT" is a constant and the several n's denote the number of observations of each 
pair of stars composing a triplet. The weighted mean of the several values is 

K = C-O = +0'.45 
and the close agreement of this value with that of K above derived from the adopted 
right ascensions of the stars, K = +0^.44, indicates that the effect of the residual 
systematic error affecting these quantities has been very nearly eliminated. 

It is evident that the amount of data is insufficient to furnish a good determination 
of the probable error of K last derived, but the siun of the weighted squares of the 
residuals gives r^ = ±0'.06, a value materially less than that furnished by all of 4he 
pairs of stars when the results are made to depend upon the right ascensions. I 

adopt as a definitive value 

K = +0'.44=h0'.05 

From the value of iT a correction to the amount of the tabular refractions is to be 
derived and if the preceding value be employed for this purpose the result will rep- 
resent the refraction suffered by white light. For obvious reasons I prefer to adopt 
as the standard wave length to which the refractions shall be adapted one more 
nearly corresponding to the average light of the stars, and I assume for this purpose 
a star whose color is represented by the mean of the color numbers of the sixty-nine 
stars of my observing list. This mean nimiber is 1.1 corresponding to the wave 
length 562.0 fi/i as above shown, and the corresponding value of K is 

K = +0'.44-l Ix = +0'.88. 
This value of K furnishes a correction to the average refraction for the entire series 
of observations, and assuming an average temperature of 44o F., a mean barometric 
pressure of 29.00 English inches and a mean distance between the stars of 120o 2^5, 
the average refraction is found to be J? = 195^.0. If 1+h represents the constant 
factor by which the refractions must be multiplied in order to represent the observa- 



tions, we have 



h^ + 



0.88 
195 



log (1+h) = J/i = -H).00(te5 ± 11 



i^i 
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If this quantity be added to the fi of the Pulkowa Tables after the latter have been 
corrected for gravity and humidity, the resulting refractions will satisfy the obser- 
vations of stars of average wave length made with the prism apparatus under average 
atmospheric conditions, between zenith distances 64® and 74*. 

One source of difference between the results of the prism work and the refractions 
of the Pulkowa Tables remains to be considered. Those tables involve as a part of 
the data from which they were constructed the radius of curvature of the meridian 
at Pulkowa, and owing to the ellipticity of the earth's figure a small correction is in 
theory required in order to adapt these tables to another latitude than that for which 
they were computed. 

Since the observations with the prism apparatus were not made in the meridian, 
it will be necessary to adopt for the radius of curvature of the earth's surface at 
Madison the radius of the curve cut from this surface by a vertical plane inclined to 
the meridian at an angle equal to the average azimuth of the stars at the times of 
observation. Assuming that the average star was in the equator and was observed 
at an hour angle of 60® this azimuth will be -4 = 68o.5, and from the table given at 
p. 201 of Albrecht's Formeln und HiUfatafdn I find in meters the following values of 
the radius of curvature r, of this circle and of the meridians at Madison and Pulkowa : 



Place. 


Azimuth 


logri 


Pulkowa 


o 

0. 


6.80499 


Madison 


0. 


.80877 


Madison 


68.5 


.80611 



To determine the effect upon the refraction of variations in r^ we resume equation 
{86) and find by differentiation 

dZ =1 a tan z sec* « . — . — *- 



or 



J (log C) = iJ//i = see" « . ~- . ii (log rj 



where fi is the coeflBcient given by the Pulkowa Refraction Tables. Introducing the 
numerical values of — and A (log r,) we obtain in units of the fifth decimal place, the 
following corrections which should be applied to fi in order to transform its tabular 
value to that pertaining to the latitude of Madison: 
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For observations with the reel A/a in no case amounts to half a unit of the fifth 
decimal place and may therefore be neglected. 



z 


^M 


A^O 


ii = 68^ 


o 

40 
50 
00 
70 
80 


-0.8 
0.4 
0.0 
1.8 

-5.1 


+0.0 
0.0 
0.1 
0.1 

+0.5 



Collecting the results of the preceding discussions it appears that the correction to 
the Pulkowa mean refractions may be put in the form: 

Ju = +86 -7.6?) +235 sin {g>'-g>) sin (^+^) +2.58 (562-A.) (95) 

% 
where all of the coefficients are expressed in units of the fifth decimal place; b, in 

millimeters, is the mean aqueous vapor tcDsion during clear weather, ^ is the lati- 
tude of the place of observation, g> the latitude of Pulkowa, 69*.8, and X is the equiv- 
alent wave length of light of the star whose refraction is to be computed. At 
Madison b = 7^^ and if we assume for Pulkowa b ■■ 11»»»» the value of A/*, at Pulkowa 
reduces to for an average star and the tables require no correction. 

From a direct comparison of BesseFs refraction tables with those of Pulkowa, I 
find for zenith distances corresponding to the present series of observation, 64° to 74°, 
a — fi = +114. We therefore have as the correction to Bessers mean refractions 

J log a = -29 -7.6 b +225 sin (<p'-<p) sin (<p'+<p) +2.58 (588-A) (96*) 

Putting 9>' = 54*. 7, the latitude of KOnigsberg, and b = 10'»'» we find for the factor 
by which Bessel's mean refractions must be multiplied, 0.9971. To compare with the 
results obtained by Nobile and Thome, Saggio di Osaervaziani Meridiane CorrelcUive, 
etc, J Napoli^ 1893, I have computed separately the corrections to BesseFs tables for 
thQ latitudes of Naples and Cordoba, assuming b == 8»»»» and b = 6^^ respectively and 
find from the mean of the results that the Bessel mean refractions should be multiplied 
by the factor 0.9962. The result obtained by Nobile and Thome is 0.9959. The dif- 
ference of three units in these results is smaller than the probable error of either 
determination. 

In the introduction to the Cape Catalogue for 1885, p. xxxviii, Dr. Gill finds from a com- 
parison of the Greenwich and Cape N. P. D.'s that the Pulkowa tabular refractions 
must be multiplied by the following factors to represent the observatious discussed : 

Greenwich, 1 — 0. 00064 

Cape of Good Hope, 1 — 0.00160. 
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If we assume for the mean aqueous vapor tension at Greenwich and the Gape re- 
spectively 9.5»»»» and G.O^**, equation (96) furnishes as the corresponding factors: 

Greenwich, 1 — 0. 00044 

Cape of Good Hope, 1 — 0.00138 

in substantial agreement with the preceding results provided the assumptions with 
regard to the vapor tension are approximately correct. 

With exception of the correction to the refraction tables all of the results derived 
from the observations with the reel are obtained by a differential process through 
which the effect of any constant error in the measurement of absolute distances is 
eliminated. Since the apparatus may be supposed affected with constant errors aris- 
ing from defects in the figure of the objective, from distortion of the reflecting sur- 
faces or other unknown causes, as a control upon such errors I have derived from the 
correction to the refraction tables a value of the refractive index of dry air of wave 
length 589.3 /n/i, the D line, at a temperature of 0* C, and a barometric pressure of 
760mm under standard gravity at latitude 45**. If errors of the kind above suggested 
are present in the observations their full effect will appear in the refractive index 
and a comparison of the resulting value with the best laboratory determinations will 
furnish a test of their presence. 

The mean zenith distance at which the observations were made is approximately 
69° and corresponding to this zenith distance we have from the Pulkowa Refraction 
Tables and the preceding investigations 



log a 


1.75eM 


Binl' 


4.68667 


Reduction to 0* 0. 


+1472 


Reduction to 7(K)mm 


+ 488 


Redaction to 589.8/1/1 


- 70 


Gravity Ck)rrection 


- 56 


Ck>nstant 


+ 86 


logAI l + 4tan««-— aeo^ic 
( ^ ^1 


6.46170 


P^ «= 


0.000«WOS±7.10-* 



For the sake of comparison with laboratory determinations I annex the correspond- 
ing value of n to the following siunmary of determinations given by Rimge, Astron- 
omy and Astro-Physics^ No. 116: 

Epoch Observer n 

1866 Eetteler 1.0000947 

1877 Maacart 2987 

1880 Lorentz 8911 

1888 Benott 8988 

1888 Ghappuis and Rividre 8919 

1898 Kayser and Range 8988 

1890-91 Ckmmtock 8981 
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Omitting the discordant result obtained by Eetteler and taking the mean of the 
following five values, we obtain as the mean result from the laboratory deter- 
minations 

n =r 1.00029204 

differing by only five units in the eighth decimal place from that furnished by the 
reel The introduction of a systematic correction of one second of arc to the absolute 
distances measured with the reel would increase the discordance in the values cf n 
from 5 units to 513 units, and the conclusion seems warranted that the constant error 
affecting the measurement of absolute distances is very much less than 1' and prob- 
ably less than CM. 

One further conclusion with regard to the refraction may be drawn from the obser- 
vations here discussed. It is commonly assumed that the amount of the refraction is 
subject to "anomalous variations": "From the action of wind and other causes the 
condition of the air along the path of the ray is seldom perfectly normal; in conse- 
quence the actual refraction in any given case is liable to differ from the computed 
by as much as one or even two per cent." Young, General Astronomy, { 91. 
^^Neminem fugit^ strata o^m inequaliter esse cole facta et hanc oh causam eorum aequi- 
librium esse perturbat<mi. Cujus quonxam contrarium debet quaeq^ie theoria supponere, 
aperttan est, theoriam non semper cum observationibtcs posse conserUire, sed mediis tantum 
rrfractionum vcUoribus se appHcare.'' Bessel, Tab. Reg,, /?. LXIL Gyld^n, Obs. 
Poulk, Vol. V, p. (23), considers erroneous indications of the external thermometer 
to be the chief source of such errors in the refraction, and both Bessel and G} Id^n 
loc, cit. have determined from their respective observations the probable error of a 
tabular refraction. For zenith distances included between 65" and 75", within which 
the great majority of the observations with the reel were made, these probable errors 
are represented by the formulae 

r = 0.0083 R Bessel 

r =s 0.0018 R Oyldin 

where R denotes the amount of the tabular refraction. 

The mean value of the tabular refraction for the observations with the reel is 
R = 195' from which it appears that uncertainty in the refraction should contribute 
to the probable error of a distance 

r S3 ±^'M Bessel 
r =s ±0'.85 OyiMn 

The observations of the aberration stars show that the total probable error of a 
single observation is ±0^296, and since a considerable part of this value must arise 
from sources independent of the refraction, it appears that in the present series of 
observations the refraction is less abnormal than in the work of Bessel and Gylden. 
A sufficient cause for this difference may be found in the circumstances under which 
the observations were made. In the theory of the refraction the atmosphere is as- 
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sumed to consist of a series of strata of homogeneous air perpendicular to the direc- 
tion of the vertical. The existence of barometric and thermometric gradients 
indicates that this condition is oftentimes not fulfilled, and if the strata of homo- 
geneous air arc inclined to the plane of the horizon by an angle t, the actual refraction 
in zenith distance will differ from the tabular refraction by 

dr = 2 bin i cobcc 2 z- R 

At a zenith distance of 75® this expression amounts to 0'.24 for an inclination of 
1' of arc in the strata and must therefore contribute largely to the probable error of 
the tabular refraction if that probable error is derived from observations of zenith 
distance. 

The expression for the effect of refraction upon observations with the reel 

H = 2atMi 4 

shows that the effect is nearly independent of the zenith distance (entirely inde- 
pendent save for the small variation of a) and is therefore unaffected by any inclina- 
tion of the strata. 

The practical conclusion is that the computed refractions in zenith distance may 
be made considerably more precise by taking into account the inclination of the 
strata, ». e, the barometric and thermometric gradients. This will be most conve- 
niently done by using as the argimient of the tables the zenith distance of the star 
reckoned from the normal to the strata instead of from the vertical. This of course 
assumes that the successive strata are concentric, an hypothesis which however much 
it may be in error, is doubtless much nearer the truth than the one usually made. 

EFFECT OF DISTORTION OF THE MIRRORS UPON THE MEASURED 
DISTANCES OF THE STARS. 

In the theory of the apparatus it has been assumed that the faces of the mirrors 
employed in front of the objective are truly plane surfaces, and since this assumption 
is certainly not realized in practice it becomes necessary to inquire to what extent a 
slight deformation of the reflecting surfaces will affect the observations. 

Adopting the same sytem of coordinates as that employed for the theory of the 
apparatus, p. 15, e< aeq., it is apparent that the only deformation which can sensibly 
affect the observations is a curvature lying in the plane of ajy, and that the effect of 
such a curvature will be wholly eliminated from the mean of the observations taken 
in the three positions of the re?l if the rays of lij^ht incident upon a given mirror in 
its several positions always fall upon the same part of the mirror, since in this case 
we may substitute for the distorted surface its tangent plane at the point of incidence. 
If this condition is not fulfilled a certain amount of error will be introduced into the 
measured distances and the amount of this error may be investigated as follows : 
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It is premised that between the reflecting surfaoes and the objective an opaque 
screen was permanently placed and was pierced with three circular apertures each 
directly beneath one of the mirrors. The primary purpose of this screen was to fur- 
nish round star images, but it also serves to determine the point of incidence upon 
the mirror of the central ray of the pencil producing a given image since this ray 
must have passed through the center of the corresponding aperture in the screen. In 

the accompanying figure let S'S represent this screen; S, 
the center of an i^rture; 0, the optical center of the object, 
ive; I, the position of a mirror when reflecting rays -from an 
eastern star into the telescope; II, the position of the 
same mirror when reflecting rays from a western star; e and 
w, the respective images of these stars formed in the focal 
plane of the objective. In the case of an actual observation 
e and to can never be seen simultaneously, but one of them, 
e. g,y w, will be replaced by an image reflected from another 
mirror occupying very approximately the same position as 
//. Since the angular distance between the images was 
represented by d in the theory of the apparatus we may as- 
sume in the present case for the angular distances of w and e 
from the optical axis of the telescope kd and {l'-k)d where k is 
a proper fraction whose value will in practice differ but little 
from one half. The flgure shows the course of the rays pro- 
ducing the images of the stars, determined by the condition 
that they must pass respectively through Sw and Se, and 
shows therefore the points of incidence of these rays, », j, upon the mirrors. Let M 
denote the intersection of the two positions of the mirror I and 77, and represent the 
distances ift, Mj by y' and y' respectively and let a and p be the coordinates of M 
referred to 5 as an origin, a being measured parallel to the line of sight; then since 
each mirror makes an angle of very approximately 30* with the line of sight, we obtain 

y' Bin 80^ « -/5r-atan(l-*)d 

r' sin 80«> « - /J+ or tan If d 

and 

y'—y' = 2 a tan d 

an equation which represents the amount by which the points of incidence in the two 
positions of the mirror differ. If p represent the radius of curvature of the mirror 
we may represent the effect of this alteration in the point of incidence as follows: 

A = 8«ao-2(iix-i4,- -^ ^t) + ^'t + Js: 

== 860 -2(il,-.4,- -^ d,) + <ti + if 
= 80e -2(4,-^,- -^ ^.) + d. + JT 




•"•^ •«.— ^- —*-——-. 
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where subscripts to the A and p denote the respective mirrors to which the normals 
and radii of curvature pertain. Taking the mean of these expressions we have, ap- 
proximately, - ( - - - J 

indicating that the effect of curvature of the mirrors is to produce in the resulting 
As an error which may be represented by a constant multiplied by the first power of 
d. The value of a which appears in the coeflBcient of d was 132»»»». A direct deter- 
mination of the values of p, while the mirrors were mounted in the reel was not readily ob- 
tainable, but if we put -g- (— + 5" + ;5" ) = j~~ ft° inferior limit for p may be obtained 
in two ways. 

(a.) At the beginning of the observations the telescope was carefully focussed 
after the mirrors had been brought into position and the eye end permanently clamped 
at the focus of the optical system consisting of objective and mirrors. The value of 
a revolution of the micrometer screw determined in this position of the threads fur- 
nishes as the focal length of the system 2388.5"»»», while the focal length of the 
objective obtained from direct measurements by Bessers method is 2384.0"»*». The 
difference of 4k.b^^ in so far as it is not due to error in focussing may be construed 
as denoting a convex surface for the mirrors having a radius p = 5 kilometers, but 
no great confidence can be accorded to this result since the two focal lengths given 
above depend upon different standard scales which it has been impossible to compare. 

(b.) For the purpose of obtaining some further idea of the curvature of the mir- 
rors, the mirror occuping the middle position in the reel, Mirror 2, was placed normal 
to the line of sight of the telescope and the screen between the mirrors and the ob- 
jective so placed that the line joining the centers of the three apertures in the screen 
was parallel with the length of the mirror. The telescope having been placed with 
its line of sight approximately directed to the zenith, two of the apertures in the 
screen were closed and an image of the micrometer thread, produced by rays of light 
passing through the central aperture and reflected from the mirror, was brought close 
beside the real thread as in observations of the nadir with a meridian circle. The 
ocular having been carefully focussed on the micrometer thread its image appeared 
fairly well defined. The central aperture in the screen was then closed, the other 
apertures opened and the images examined to detect any possible shifting in their 
relative position such as must arise if the reflecting surface were sensibly curved. No 
such displacement could be detected with a power of 124 diameters, and the image of 
the micrometer thread appeared as sharp and well defined in the latter case as when 
produced by rays passing through the central aperture alone. 

This sharpness of the image may be used to determine a limiting value of the radius 
of curvature of the mirror. The thickness of the micrometer threads is approxi- 
mately 0'.7 and* that of the reflected image (bright threads) somewhat greater, but it 
may fairly be assumed that if the curvature of the mirror were sufficient to displace 
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by 0'.5 the reflected images produced by rays passing through different apertures in 
the screen the duplicated image of the thread thus produced would present a sensibly 
altered appearance since its apparent thickness would have been at least doubled. 
Representing by 8 the linear distance of the center of an aperture from the optical 
axis of the objective we have as the expression for the amount of displacement of an 
image _ . 206265. In the case under consideration 8 was equal to 51*>»"*, and from the 

relation 102 

-^^ 206eW < 0.5 

we obtain p > 42 kilometers. This value belongs only to the mirror occupying the 
middle part of the reel, and the construction of the apparatus is such that it is im- 
possible to apply a similar test to the other mirrors. The images of the reflected 
thread formed by the central portion of Mirrors 1 and 2 were indistinguishable by 
any difference of appearance to the eye, but the image formed by Mirror 3 was slighly 
blurred, indicating a different radius of curvature for this mirror. If we assume for 
this mirror a radius of curvature only half as great as that of 1 and 2, and substitute 
the resulting values p^ =p, = 2p, = 42 kilometers m the expression for A, we shall 
obtain as the correction due to curvature of mirrors the wholly insignificant quan- 
tity d ^ 60000. 

The mirrors were polished and tested while lying upon their backs with the reflect- 
ing surface up. The experiment from which the limiting value of the radius of cur- 
vature, 42 kilometers, has been derived was conducted with the mirror placed face 
down and supported at its ends the central parts being free to bend and subjected to 
a greater bending moment than they could experience in any position occupied by the 
telescope during the observation of stars. I therefore assume that during the entire 
series of observations the surfaces of the mirrors were sensibly flat, or differed so 
little from it that the effect of distortion may be neglected. 
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The instrument with which the present series of observations was made is an 
equatorial telescope of six inches (152"»»») aperture provided with a system of reflect- 
ing surfaces placed in front of its objective, by means of which images of different 
parts of the heavens may be simultaneously reflected into the telescope. The instru- 
ment thus equipped serves to measure the angular distance between stars separated 
by an arc of approximately 120*^. The theory of the apparatus indicates that errors 
in the adjustment of the reflecting surfaces affect the observed distances only by terms 
depending upon the squares and higher powers and products of the instrumental 
errors. These errors were, however, determined from time to time and their effect 
taken into account in the reduction of the observations. 

From the discussion of 822 observations of the angular distances separating 39 pairs 
of stars, made by two observers, it appears that the apparatus as employed is capable 
of furnishing a very considerable degree of precision, the probable error of a single 
observation made under normal conditions being ±0^.30, i. e. less than a milli6nth 
part of the quantity measured. 

The observations of one of the observers are affected with a personal error whose 
character and magnitude are determined from a comparison of the measured distances 
with those computed from the coordinates of the stars. These coordinates were deter- 
mined from the better modern catalogues supplemented by a series of right ascen- 
sions observed for this purpose with the meridian circle of the Washburn Observatory. 
The average probable error of an adopted right ascension is foimd from the above 
comparison to be ±0'.20, and the declinations, which have only a subordinate influence 
upon the computed distances, may be assumed to possess nearly the same degree of 
precision. 

The purpose of the observations was to determine from the annual variations in the 
distance separating each pair of stars a value of the constant of aberration, and from 
a comparison of the measured with the computed distances to determine corrections 
to the refraction tables. The latter part of the programme was supplemented by a 
series of independent measurements of the circiunference of the heavens, from which 
the refraction is to be determined by the condition that the measured circumference 
plus the refraction must equal 360^. 

It was foimd necessary to conduct a series of subsidiary investigations in connection 
with the above .principal lines of research the results of which may be briefly noted 
as follows: 
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A. The indications of a whirled thermometer swung at night, in the open air, are 
affected with errors which required the substitution of a specially devised ventilating 
apparatus for the exposure of the thermometers upon whose indications the computed 
refractions depend. 

B. The presence of aqueous vapor in the atmosphere exercises a sensible influence 
upon the amount of the refraction, and this influence is correctly represented in mag- 
nitude and sign by a theoretical formula involving laboratory determinations of the 
refractive indices and coeflBcients of expansion of air and aqueous vapor. 

C. The atmospheric dispersion produces a sensible effect upon the refractions 
suffered by stars of different colors. Following the color indications of the Potsdam 
spectroscopic survey the refraction suffered by a pair of average ruddy-yellow stars 
is found from observation to be 0'.26 less than that of a pair of white stars* 
This result is in substantial agreement with the dispersion formula derived from 
laboratory experiments by Kayser and Runge. 

D. The refractive index, for the D line of the spectrum, of dry air under standard 
temperature, pressure and gravity is found from the present series of observations to 
be 1.0002921 ±7 . 10~'. The recent laboratory determinations of this constant 
accessible to me are included between the limits, 1.0002911 and 1.0002927 and 
their mean is 1.0002920. 

E. The coefficient of expansion of air under constant pressure, per degree centi- 
grade, was determined from observations separated by intervals of only a few days or 
weeks in order to avoid the effect of any seasonal variation in the refraction not ad- 
equately represented by theory. The resulting value, 0.003674, does not sensibly 
differ from Regnault's laboratory determination. 

F. When the coefficient of expansion of air above determined is introduced into 
the refraction tables, they represent the seasonal variation of the refraction with a 
high degree of precision. The observations, however, indicate that the tabular refrac- 
tion requires a small negative correction in the first half of the year and a correspond- 

g positive correction in the second half. 

G. The right ascensions of the Nautical Almanac and of the Connaissance des Temps 
for the year 1883, are affected with periodic errors which are functions of the right 
ascension. These errors, if not altogether absent, appear in much smaller measure 
in the American EpJiemeris and the Berliner Jahrbitch. 

H. Meridian determinations of right ascension in general make the right ascen- 
sions of the fainter stars too great. In the places adopted for the present investiga- 
tion this effect amounts to 0'.009 per magnitude. 
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Of these results C and D depend in part upon the adopted coordinates of the stars, 
while A, B, E and F, are derived from differences of observed quantities and are 
therefore free from all assumption with reference to the star places. The close agree- 
ment of and D with the results of laboratory determinations made under entirely 
different circimistances may be regarded as some indication of the substantial accuracy 
of the adopted star places, and a further proof is found in the following accordant 
values of the correction to the average refraction, R = 195', furnished by the Pulkowa 
Tables for an average pair of stars separated by an arc of approximately 120°: 

From the measured circumference of the heavens AR = +0'.39 
From the assimied coordinates of the stars AR = +0'.38. 

A correction for the difference in the force of gravity at Pulkowa and Madison is 
included in this comparison of the tables with observation, and if this term had been 
omitted the observed correction to the tables would have been less than O'.l. This 
may be regarded as a confirmation of the substantial accuracy of the Pulkowa mean 
refractions for the latitude of Madison, but in view of the results above designated, 
B, C and E, it appears that no constant correction to the tables can be made to rep- 
resent the observations within limits fixed by their own measure of precision. For 
the adopted form of correction to Bessel's refractions as well as to the Pulkowa 
Tables, reference may be had to p. 193. 

When the results above set forth are duly incorporated with the data directly ob- 
served, a solution of the corresponding equations furnishes as a definitive result 

Constant of Aberration — 20'. 443 iO'.OlO 

which differs from the commonly accepted value (Struve) by much less than its own 
probable error. 

It may be noted as a singular coincidence that had all correction for systematic 
personal error in the observations been omitted, the resulting value of the aberration 
would have been 20*. 499, a value which is very closely the mean of the more recent 
determinations of this quantity by other methods. 
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INTRODUCTION. 

The purpose of the following observations was the determination of the right ascen- 
sions of certain stars observed with the prism apparatus on the six-inch equatorial. 
The Repsold meridian circle was employed for the work under the same general con- 
ditions as during the observations of 1888-'92. A full discussion of the instrument 
and the method of observing may be found in PubliccUions of the Wcuthbum Observa- 
tory^ Vols. II and VIIL The remarks there given are still applicable except as 
herein noted. The ocular giving a power of 149 diameters was used throughout 
The observing was confined to the evening hours and a considerable part of it was 
done during the very cold winter of 1892-'93. The observer, however, could resort 
frequently to a warm room in the intervals between transits. 

The reductions have been made by Bessel's formula in accordance with the equation, 

a = r+dr + c'8ecd + ntMi5-|-(^r + m), 

where the terms have their usual significance and are more fully explained in the fol- 
lowing. The observed values of the instrumental constants are given in Table I 
where the columns are explained sufficiently by the headings except the sixth and 
eighth columns, which contain the Hourly Variation o/A^+m and n respectively in 
units of the third decimal place. 

The observed times, T, The chronograph sheets were read to the nearest five- 
hundredths of a second. Except for circumpolar stars the transits were observed reg- 
ularly over a standard set of eleven threads in the middle of the reticule. These are 
arranged in three groups designated by the letters C, Z>, E, and the threads are denoted 
individually by the symbols C;, (7,, Cj, />„ />„ A, A> A\ ^i> ^ti -^s- Comparatively 
few observations were made on other than the standard set of threads, but such 
departure was made regularly in the case of two stars, c Bootis and 109 Virgin is at 
• 14* 40"* of right ascension, which cross the meridian within 32s. of each other. With 
a single exception both stars were observed on each date and according to the fol- 
lowing program : On the first date the earlier star was observed over the groups 
C, Dy Ey the later star over E, F, G; but on the next date the earlier star was ob- 
served over Ay By (7, and the later star over (7, Z>, E. 

From Sept. 28 to Dec. 17, 1892, inclusive, the prism described in Pub, W. 0., Vol, 
Vllly p, SOSy was used to reverse the apparent motion of the stars, so that the motion 
over group D was direct in some transits and reversed in others, but always opposite 
to the motion on C and E, The differences between the means of the times on D and 
the means of the times on C and E were discussed as follows : Let 7* = a normal 
time of transit over the middle thread unaffected by personal error due to the direction 
of the apparent motion, or by error in the assumed thread intervals; ^^ T^ = the 
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observed times, reduced to middle thread, when the prism was in position and out o 
position respectively; dT == the correction to Tf, on account of the direction of the 
apparent motion when that motion is from right to Itft; A; — a coefficient of dT de- 
pending upon the declination of the star; A^ t. A, i = the means of the assumed 
thread intervals for group D and for the sum of groups C and E repectively ; di = 
Ajt — A,». Then ^we have for a star «ow^A of the zenith observed Circle West Bud 
with the prism oiU of position on group D 

T^ To + k' dT+ ^1 i . sec *, 
T = Ti "k ' dT+ jd^i ' eeed. 

Subtracting the second equation from the first we have, 

2V - To = 2fc • dr + di • sec d. 

The sign of the last tento in the equation will be changed, evidently, either by the 
reversal of the instrument or by the transposition of the two positions of the prisnL 
Also, for an upper culmination north of the zenith the sign of the term in dT only is 
changed, while for a culmination below the pole the sign of the term in di only is 
changed. The absolute terms of the observation equations were written out accord- 
ing to the following precepts: 

STABS SOUTH OP ZENITH OB BELOW THE POLE. 



+ {Ti— To) =2k' dT ± di' sec s{^' 



C. W. out, C. E. »n. 



E. out, C. W. in. 

STABS BETWEEN ZENITH AND POLE. 

- {T, - T,) ^2k'dT± di . sec 8 1^- ^' ^^' ^- ^- '"^ 
^ ^ I C. W. <m«, C. E. in. 

Where sec S must be taken negative below the pole, and the terms out and in denote 
respectively that the prism was out of position or in position on the middle group, D. 
All the observations were included except four which were noted at the time as made 
under particularly bad conditions. 

As a convenient assumption k was put equal to sec 8 and the absolute terms 7\ — T^, 
were multiplied by cos S and thus reduced to the form 2 dT ± di. They were then 
examined for systematic variation depending upon the declination, but no evidence 
of such variation was found, and the discussion was made as follows : The quantities 
{T^ — Tq) cos 8 were written in chronological order in two series corresponding 
respectively to positive and negative signs of di in the formula. The two series 
were then placed opposite each other and divided into consecutive groups so that the 
mean epochs of opposite groups were nearly the same. The comparison of the two 
series is presented in the following table. The means of the groups in the two series 
are given in the first and third columns respectively, and the number of observations 
entering into each mean are given in the second column for the first series and in the 
fourth column for the second series. The differences of the numbers in the first and 
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third columns are the values of 2 di given in the fifth column and the sums are the 
values of 2 dT given in the sixth column. The stars observed during the entire inter- 
val fall into two distinct groups with reference to the periods of observation, the 
first extending from 22^ to 1*, the second fronj 1* to 4* of right ascension. The 
mean values of 2 di and 2 dT are given for the two periods and the residual correc- 
tions to 2 dTy designated by v, are given in the last column: 



2dT'\-di 


ni 


2dT-di 


w. 


- y-^ . 

2dt 


2dT 


V 






Sbptkmbeb 28 TO October 29, 


1892. 




-1-0*016 


10 


+o!oi7 


10 


-o!ooi 


-fo!oi6 


-o!o04 


-1- .019 


10 


+ .029 


10 


- .010 


-1- .024 


- .012 


- .023 


10 


+ .029 


10 


- .052 


+ .008 


+ .010 


+ .005 


10 


+ .009 


10 


•- .004 


+ .007 


-h .005 


+ .019 


10 


+ .035 


10 


- .006 


+ .022 


- .010 


- .001 


10 


+ .019 


10 


- .020 


+ .009 


+ .004 


+ .016 


10 


+ .008 


10 


+ .008 


+ .012 


.000 


+ .022 


10 


+ .005 


10 


+ .017 


+ .014 


- .003 


-f .006 


10 


- .009 


10 


+ .015 


- .002 


+ .015 


+ .017 


15 


+ .001 


10 


+ .016 


-1- .009 


+ .003 


- .004 
Means 


15 


+ .045 


12 


- .049 


+ .020 


- .008 


-0.008 


+0.012 






October 29 


TO Dl 


2CEMBER 17, ] 


1892. 




-0.026 


10 


-0.001 


8 


-0.025 


-0.014 


-fO.C07 


- .018 


10 


+ .011 


10 


- .029 


- .004 


- .002 


+ .004 


10 


-f .002 


10 


-1- .002 


+ .008 


- .010 


- .001 


10 


- .015 


10 


-1- .014 


- .008 


+ .002 


- .024 


10 


- .017 


10 


- .007 


- .020 


+ .014 


+ .025 


10 


- .028 


10 


+ .058 


- .002 


- .004 


- .002 
Means 


14 


.000 


13 


- .002 


- .001 


- .006 


-fO.OOl 


-0.007 



The probable error of a single value of 2 dT of the sixth column of the table com- 
puted from the residuals v was found to be ±0'.0059. Assuming the probable error 
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of the transit over a single thread to be i0".030 for an equatorial star, the theoret- 
ical probable error of a single number 2 dT of the table is =fc0".0040. Equatorial 
stars predominate in the observations and three-quarters of the stars, in number, 
were south of the zenith. The resulting values of dT for the two periods of observa- 
tion are -f0'.006 ±0*.001 and -0**.004 ±0".001 respectively. These quantities 
possibly indicate a change in the value of dT^ but are so small that they have not 
been employed as corrections. 

Rate, dr. The observed times were corrected for rate of the clock by means of the 
records of the time service of the observatory, for which the clock correction was ob- 
served as a rule once in every two or three days. 

CoUimation, Under this term was included the instrumental collimation, the diur- 
nal aberration, and the reduction to middle thread. The collimation was observed at 
least once on each observing date, and this was done at the end of the evening's 
work or in some interval between transits. The observations of each date were 
reduced with the value observed on that date, with the exception of two periods indi- 
cated in the notes to Table I. The collimation was always determined from observa- 
tions of the nadir and level, but several methods were employed under different 
circumstances, as follows: Let Z>^, D\ denote the middle transit thread and its 
reflected image respectively, and let M, M' denote the thread of the right ascension 
micrometer and its reflected image respectively. 

When D\ was at a convenient distance from D^ two pointings were made with the 
right ascension micrometer in the following manner: First, M was so placed that 
the distance from D^ to M was bisected by D\\ and, second, M was run over to the 
other side of D^ and so placed that the distance from D\ to M was bisected by D^, 
The middle thread, D^, appeared decidedly coarser than the others, and in making the 
bisections the light-spaces between the threads were made equal instead of the dis- 
tances between the axes of the threads, so that a correction for the width of Z>^, as 
also of D\, was required. The formula employed was 

I ( . ) ( Image West, 

^ (^ ^ ) ( Image East. 

Where c and b denote the collimation and level constants respectively, iW, and if, the 
two readings of the micrometer, M^ the larger reading, d the apparent width of D^, 
and R the value of one revolution of the right ascension micrometer. The upper 
sign applies when D\ is west of Z>^, the lower when it is east. On some dates D\ 
appeared as a fine line, especially when the eye-piece was focussed on the micrometer 
thread rather than on the transit threads. In these cases J d was substituted for d 
in the preceding expression. The mean value of d from a number of measures made 
with the right ascension micrometer was 0'.14, but the true value is probably a lit- 
tle less. 

When the distance of D\ from D^ was very large the coincidence of D^ with the 
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right ascension micrometer was observed and also that of D\y and the difference of 
the two readings gave the required distance. 

When D\ was very close to D^ or confused with it, the following method, first sug- 
gested to me by Mr. A. N. Skinnee of the U. S. Naval Observatory, was adopted. 
Let a and b denote the parallel threads of the declination micrometer, which are 11' 
apart and which were left in a fixed position. Two squares were made by means of 
the right ascension micrometer. One square was formed by the intersection of M 
and D^ with a and 6, the other by the intersection of M' and D^ with a and b. The 
second square was formed on the opposite side of D^ from the first square, so that M 
remained on the same side of D^ in both positions. It is indifferent on which side 
of D^ either square is formed provided the two squares are on opposite sides of D^, 
The expression employed is 

1 / ,^ ,^ \ r. ( Motum Westward^ 
a V ■ * / ^ Motion EcuiwanL 

Where c, b, if^, M^ and R have the same significance as in the formula of the first 
method. The upper sign in the preceding expression applies when the position of 
the right ascension micrometer in forming the square with M' is tcest of its position 
in forming the square with 3f, and the lower sign applies when the former position 
is edsC of the latter position. No correction is required in this method for the width 
of threads, even if the squares are formed with reference to the light areas between 
the threads instead of between the axes of the threads. The result by this method 
is also free from the effect of personal error in estimating the equality of the hori- 
zontal and vertical sides of a square, an error which is likely to be considerable. It 
is not certain, however, that this is a satisfactory method especially when the 
reflected image of the middle thread is visible more or less plainly, and it was em- 
ployed in the present work on five dates only and those were not consecutive. 

On one occasion the distance between D^ and D\ was deduced from a bisection of 
the interval between D^ and the adjacent thread D^ made with Jf combined with a 
bisection of the same interval made with M'; and on one occasion the distance was 
adopted from a direct estimate. 

In May, 1893, suspicion arose as to the trustworthiness of the hanging level. Upon 
removing it from its mounting the inner surface of the bulb was seen to be pitted. 
On May 16 one of the collimator level bulbs R 1396 was mounted in the hanging 
frame and the value of one division investigated by means of the circle microscopes. 
The adopted value, from eight determinations over large intervals on the scale, is 

d == 1M7±0'.010 Y^^ ^"'^^ ^^^* ^ ^* ^' 

BesseTs constant n. This was determined from a circumpolar star combined usually 
with two equatorial stars. A determination was secured near the beginning and end 
of each night's work, and when the observing extended over more than two or three 
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hours intennediate determinations were made. The circumpolars regularly observed 
were a Urs. Min., Gr. 750, 51 -H. Cephei, 1 H. Draco., 9 H. Draco., 4 H. Draco., 
€ Urs. Min., 8 Urs. Min., XUrs. Min., 76 Draco. The right ascensions of the Berliner 
Jahrhxich for these stars were corrected by the numbers given in the fourth column of 
the table in Fub, W, 0. Vol, VIII, p. 25. Gr. 2373, R. A. 16^^ 35"*, was observed as 
a control on the observations of B. A. C. 5647, R. A. 16'^ 42"», which was added to 
the list during the progress of the work. Other circumpolars were employed on 
several occasions when observations were interrupted by clouds. When the results 
for the constant n on a given date showed only small variations the mean was adopted ; 
otherwise the adopted values were obtained by linear interpolation between the ob- 
served values, and on a number of dates they were read from plotted curves. The 
inclination of the axis was determined two or more times during each night's obser- 
vations as a control on the position of the instrument. 

Clock corrections and BesseVs constant, m. The values of ^T-\-m depend upon the 
right ascensions of the Berliner Jahrbuch for 1893 and the corrections given in Pub, 
W.O. Vol. VIII, pp. 279-300 for the 622 Sterne. North of -flOo in declination Eaiip- 
Sterne only were employed with the few exceptions noted in the following. South of 
+10o some Haupsteme contained only in the 622 list were employed, but the SOS 
Sterne were preferred and in general adopted. From a comparison of the right ascen- 
sions of the 52 stars common to Vol. VIII and the SOS Sterne there was derived a 
systematic difference in the sense, 

SOS Sterne- Vol VIII = -0».025. 

This was applied in the present work as a correction to the right ascensions of Vol. 
VIII for all stars south of +10o. The stars employed fall accordingly into three 
classes with respect to their assumed right ascensions: 

(a). Stars south of -flO^ in declination and included in the SOS Sterne. For these 
the assumed right ascension is the mean of that given in the 303 list and that given 
by Vol. F//7 corrected for the systematic difference, — 0\025. 

(b). Haupsteme south of +10o and not included in the SOS Sterne. For these the 
assumed right ascension is that given by Vol. VIII corrected for the systematic dif- 
ference, -0-.025. 

(c). Haupsteme north of +10^. For these the assumed right ascension is simply 
that given by Vol. VIII 

The apparent positions were interpolated from the ephemeris of the Berliner Jahr- 
buch in the case of each star observed for which this is given, and for all others 
observed of the 622 Sterne the BesseVs Star- Constants given in the Jahrbuch were em- 
ployed combined with the Besselian Star-Numbers of the American Ephemeris. For 
all the remaining stars observed the apparent right-ascensions were computed by 
means of the Independent Star-Numbers of the American Ephemeris. 

The clock stars wer^ selected so as to be within the same limits of declination 
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approximately as the stars whose right ascensions were to be determined. The 
latter range from +30^ to —22^, but all except four are between +19° and —12°. 
Wherever a star observed with the prism apparatus was also a standard star it was 
included in determining AT+m, but care was taken to add a sufficient number of in- 
dependent clock stars properly distributed. The bright stars fi Cassiopeiae, a Leon is 
and a Virginis were not employed as clock stars. The Zusatzsterne, 8 Arietis, 70 Pegasi 
and <^ Pegasi, were included regularly among the clock stars in order to make up 
for the deficiency of available Ilauptsterne, The clock stars were distributed through- 
out the period of observation on each date with few intervals of more than fifteen 
minutes. In the reductions they were divided into groups of five or more and the 
adopted values of AT'+m were obtained from the means furnished by these groups. In 
many cases the mean of the several values was adopted for the entire date, and on 
many dates the adopted values were obtained by linear interpolation between the 
means of the groups. On a few dates the adopted values were read from curves drawn 
to represent the means. These last cases are indicated in Table I by dotted lines in 
the eighth column. 

Systematic difference between Circle West a7id Circle East. The mean result in right 
ascension Circle East was subtracted from the mean result Circle West in the case of 
all stars except circumpolars and others having less than three observations in either 
position of the instrument. The differences were multiplied by cos 8 and written in 
order of declination. The series was then divided into consecutive groups and the 
means given by the separate groups were plotted. A straight line was drawn as best 
representing the points, and the adopted expression is 

W-E = I O-.OOO + 0-.00067 6 \ sec S, 

where 8 is the declination expressed in degrees and must be taken with its proper 
sign. The star farthest south was at —22" declination, and the positions followed 
one another closely from that limit 'ip to +31**, beyond which there were only four 
stars and they were between +37'' and +58" in declination. The means of the groups 
are given in the first part of the following table in which the headings explain suf- 
ficiently the several columns. The tabular corrections to observed right ascensions 
were computed by the preceding expression and are given in the second part of the 
table, where the upper sign applies for Circle West^ the lower for Circle East. 
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SYSTEMATIC DIFFERENCE BETWEEN CIRCLE WEST AND CIRCLE EAST. 



Mean 
Decl. 


Number 

of 
Stars. 


Mean 
W-E. 


Residual 
to Plot 


Decl. 


Tabular 
Correction. 


, { Circle West, 
* } Circle East. 


o 

-16.6 


12 


-0%10 


8 

-0.002 


-20 


±0.007 


- 9.8 


12 


- .004 


- .008 


-10 


± .008 


- 5.6 


12 


- .008 


+ .005 





.000 


- 2.6 


12 


- .009 


+ .008 


+10 


T .003 


- 0.3 


12 


- .008 


+ .008 


+20 


T .007 


+ 2.1 


12 


+ .010 


- .008 


+30 


T .012 


H 8.9 


12 


+ .008 


- .000 


+40 


T .018 


+ 7.6 


12 


- .001 


+ .006 






+11.8 


12 


+ .006 


4- .001 






+16.0 


12 


+ .015 


- .005 






+21.2 


12 


+ .014 


- .001 






+36.8 


11 


+ .026 


- .002 







The probable error of a single number contained in the column W — E of the pre- 
ceding table was computed from the numbers in the fourth column and foimd to be 
±0'.0033. The same probable error was computed also from the residuals of the in- 
dividual stars referred to the means of their respective groups and found to be 
±0'.00.8. The differences W — E from the separate stars were written also in order 
of right ascension and divided into consecutive groups, but the means given by the 
separate groups appeared subject only to accidental variations. A similar comparison 
of results for the same observer in 1891-92, Pub. W. O., Vol. VlII^ may be presented 
in connection with the preceding table. These'depend, however, upon a much smaller 
number of observations on each star. The differences were multiplied by cos 8 and 
the mean values are as follows: 



Number of Stars. 


Mean of Deds. 


W-E 


10 


o 
-14 


-0.060 


10 


+ 6 


- .010 


10 


+20 


- .007 


18 


+48 


+ .080 
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Observed right ascensiona. The individual results of the observations are presented 
in Table 11. The assumed mean positions for 1893.0 and the observed corrections to 
those positions are given for ephemeris stars, and approximate positions and the 
observed mean right ascensions for 1893.0 are given for all other stars. The assumed 
mean positions were derived in the manner set forth on p. 212 preceding, and the 
reductions to mean place were computed as explained on the same page. The mean 
results for each position of the instrument are presented and in cases where the obser- 
vations in the two positions are very unequal in number the proper corrections from 
the table on p. 214 are appended. 

Abnormal results are excluded from the means in four cases and these are indicated 
in the table by brackets. They are probably due to a very poor condition of the star 
images which was noted at the time. No reductions have been made for proper mo " 
tion, and the mean places of stars observed in 1892 have been brought to 1893.0 with 
the Struve precessions. 

Catalogue of right ascensions. The concluded right ascensions are given in Table 
III, together with the mean epoch of observation for each star and the number o £ 
observations. The right ascension for each star is the half-sum of the mean results 
of Table II^ Circle West and Circle East, except in a few cases where the observations 
in the two positions of the instrument are very unequal in number. In such cases 
the corrections from the table on p. 214 preceding were applied and the two results 
combined into a weighted mean with reference only to the number of observations in 
each position. 

The magnitudes are taken from the Berliner Jahrbuch or from the observing list for 
the prism apparatus. Otherwise the several columns are sufficiently explained b y 
their headings. 

Probable errors, A comparison has been made of the probable errors of a single 
observation of right ascension in the present work and the results are presented in 
the following table in two divisions. The first comparison is between the observing 
of colder and warmer weather and is based upon all the observations of those s ta rg 
which were not used in determining the position of the instrument or the clock cor- 
rection. The second comparison is between brighter and fainter stars. All observa 
tions of stars brighter than magnitude 3.0, with the exception of p Cassiopeiae whici^ 
was regularly used with a circumpolar for determining the position of the instrument, 
were included in the first group, and all observations of stars fainter than magnitud® 
5.5 in the second group, in both cases without distinction as to clock stars: 
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Season of Observation, 


Number of 
Observations. 


Number of 
Stars. 


Probable 
Error, 


December, 1893, to April, 1893. 

Sept. to Oct., 1892, April to July, 1893. 


128 
261 


11 

20 


±0.030 
± .020 


Class of Stars. 




Mag. 1.2 to 2.7 
Mag. 5.5 to 7.2 


178 
150 


18 
12 


1 
±0.021 

± .028 



All of the probable errors in the preceding table were computed from residuals 
derived by comparing the results for the separate dates with the concluded right 
ascension of each star with no correction to the individual results on account of sys- 
tematic difference between Circle West and Circle East. The considerable increase 
of the probable error in the colder season is due perhaps to a combination of unfavor- 
able circumstances among which the greater frequency of a very poor condition of the 
star images is probably of the most effect. As between brighter and fainter stars 
there appears to be no material difference in the accidental error, of observation. A 
general value of the probable error of a single right ascension of the present work 
for equatorial stars was computed from the residuals derived from a comparison of the 
individual results of Table II with the concluded right ascensions for all stars within 
3** of the equator. From the 439 residuals thus derived from 35 stars the resulting 
value was ±0-.022. 



A large part of the reductions have been checked by duplicate computations. This 
includes the means of the transits over the threads, the copying of these means upon 
the reduction sheets, the application of the sums of the instrumental corrections to 
the observed times, the interpolation of the ephemeris right ascensions, the compar- 
ison of these with the observed right ascensions, the application of the reductions to 
mean place, the assumed right ascensions, and the derivation of the concluded right 
ascensions from the individual results. For the rest of the reductions reliance was 
placed on the agreement of independent results for the detection of errors. Cases 
that were materially discordant were examined throughout, and whenever an error 
was found search was made in the remainder of the work for similar errors. 
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1892. 


Sid, 
Hour. 


h 


Circle E. 
Sept. 23.4 


h 
23.0 


+0*116 


28.4 


23.2 


+ .856 


29.5 


28.1 


+ .284 


Oct 2.4 


S3.1 


+ .280 


4.4» 


23.0 


+ .893 


5.4 


23.1 


4- .423 


8.5 


23.1 


+ .249 


CircU W. 






11.4» 


23.1 


+0.200 


15.4 


23.1 


+ .121 


18.4 


23.1 


+ .263 


19.4 


23.1 


+ .886 


21.4 


23.1 


+ .242 


22.4 


23.1 


+ .256 


27.4 


23.2 


+ .153 


29.5 


2.4 


+ .237 


Nov. 4.5 


2.4 


+ .086 


Dec. 2.4 


8.0 


- .153 


3.4 


2.5 


- .153 


4.4 


1.8 


- .131 


8.4 


2.2 


- .044 


10.4 


2.2 


+ .088 


17. 4» 


2.8 


- .060 


1893. 
Circle E, 






Jan. 7.4 


2.7 


+0.406 


10.8* 


2.4 


+ .586 


13.3 


2.4 


+ .608 


14.3 


2.3 


+ .096 


16.3 


2.4 


+ .673 




8 

-0.071 

- .004 

- .016 

- .052 
+ .002 
+ .014 

- .005 

+0.008 
+ .008 
+ .010* 
+ .020 
+ .024 
+ .080 
+ .018 
+ .025 
.000 
.000 

- .007 

- .040 

- .044 

- .027 

- .084 

+0.089 
+ .073 
+ .048 
+ .052 
+ .100 



m 8 
-0 2.179 

+0 0.574 

1.102 

2.852 

8.668 

4.186 

5.789 



10.057 
11.468 
11.975 
12.889 
18.868 
16 576 
18.154 
22.232 
48.910 
44.594 
45.115 
46.935 
47.947 
52.843 

+1 7.626 
10.416 
18.038 
13.904 
16.000 



H. Var. 


in O-.OOl 





- 75 


+ 26 


- 46 

















- 73 


- 89 


- 84 





- 82 


+ 37 











- 84 


- 65 


- 69 





+ 47 


+ 65 





+ 20 



8 

+0.456 

+ .704 

+ .706 

+ .744 

+ .818 

+ .885 

+ .778 



H. Var. 
in 0».001 

+ 84 
+ 74 



+ 65 




+0.651 
+0.914 
+1.053 
+0.962 
+0.955 
+ 1.015 
+1.022 
+1.112 
+0.816 
+0.924 
+1.048 
+1.087 
+1.188 
+1.108 

+ 1.275 
+1.493 
+1.558 
+ 1.630 
+1.500 





+ 46 









+ 82 

+ 43 

- 21 

- 28 








+ 21 

+ 26 
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1893. 


Sid. 
Hour. 


h 


c 


JT+m 


H. Var. 
in C».001 


n 

+1*448 


H.Var. 
in O-.OOl 


CtrcU E. 
Jan. 18.4 


h 
5.5 


+0*526 


+0.06) 


m « 
+ 1 18.158 





+ 26 


22.4 


5.9 


+ .828 


- .040 


21 870 


- 22 


+ 1.472 


+ 33 


23.5 


5.5 


+ .437 


- .032 


22.026 





+1.641 


+ 61 


26.4» 


4.5 


+ .689 


+ .069 


23.459 





+1.548 


+203 


29. 4« 


4.5 


+ .718 


+ .046 


25.244 





+1.568 


+198 


80.4 


5.9 


+ .688 


+ .026 


25.910 


- 13 


+1.666 


+ 57 


Feb. 3.4^ 


4.5 


+ .864 


+ .044 


28.927 





+ 1.842 


+ 79 


10.4 


6 3 


+ .527 


+ .022 


84.694 


+ 25 


+1 600 


+ 24 


Circle W. 
















11.5 


5.9 


+0.687 


-0.C55 


85.508 




+ 1.768 


+ 81 


12.4 


5.9 


+ .655 


- .032 


86.083 





+1.766 


+ 28 


15.4 


5.3 


+ .681 


- .072 


87.670 




+1.848 


+ 20 


18.3 


4.3 


+ .699 


- .029 


89.162 





+1.807 


+ 60 


19. 3« 


5.4 


+ .608 


- .026 


89.535 




+1.804 


+ 70 


25.4 


6.8 


+ .820 


+ .008 


42.538 





+1.871 


- 46 


Mar. 1.4» 


6.1 


- .038 


+ .012 


44.938 


- 42 


-O.llO 




Circle E, 
















4.3 


6.0 


0.000 


-0.012 


46.433 





-0.077 


- 44 


4.5 


10.4 


- .Oil 


+ .062 


46.447 




- .211 


- 14 


17.5 


10.4 


- .009 


+ .041 


51.588 


- 23 


- .095 


- 15 


19.5 


10.4 


- .061 


+ .081 


52.466 


- 20 


- .238 


- 10 


25.5 


10.4 


- .124 


+ .076 


54.834 


- 28 


- .810 




28.5 


10.4 


- .218 


+ .032 


55.875 




- .846 





April 1.4 


10.4 


- .238 


+ .0S7 


57.290 





- .643 


+ 17 


2.5>o 


9.9 


- .346 


- .C03 


57.667 


- 25 


- .558 


- 51 


Cirde W, 
















3.4i« 


9.0 


-0.506 


+0.007 


57.878 





-0.754 


-802 


7.4 


9.7 


- .414 


- .010 










14.4 


10.5 


- .607 


- .039 


2 0.438 


. ... 


-0.661 





23.4 


10.8 


- .737 


+ .153 


+2 2.651 


- 82 


-1.127 
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1893. 


Sid. 
Hour. 


h 


c 


JT+vi 


H.Var. 
inO\OOi 


n 


H.Var. 
in O-.OOl 


Circle W. 












AprU27.3i« 


h 
9.9 


+0.361 


s 
+0.092 


m 8 
+2 4.490 





8 

+0.132 





May 6.4 


14.1 


+ .261 


- .005 


7.579 





+ .267 





7.4 


13.2 


+ .228 


- .017 


7.973 


+ 8 


+ .230 





8.4 


12.1 


+ .224 


- .005 


8.287 





+ .169 





9.4i« 


11.2 


+ .216 


- .001 


8.627 





+ .208 





10.4 


12.8 


+ .130 


- .047 


9.028 


+ 16 


- .048 


• ••• 


13.41* 


14.1 


+ .480 


+ .060 


9.890 




+ .248 





14.4i» 


12.2 


+ .284 


-..068 


10.150 





+ .163 





16.5i« 


14.7 


+ .422 


- .019 


10.926 





+ .298 





17.4 


14.1 


+ .482 


- .077 


11.390 





+ .874 





Circle E. 
















18.4 


14.1 


+0.444 


-0.033 


11.597 





+0.166 





20.41' 


12;9 


+ .341 


- .067 


12.220 





+ .076 





28.4 


14.3 


+ .550 


- .039 


12.852 


- 23 


+ .833 


. • • • 


28.4 


14.2 


+ .500 


- .073 


14.765 


- 14 


+ .840 


• • • • 


29.3 


14.2 


+ .465 


- .052 


16.078 


- 10 


+ .228 





80.8 


14.8 


+ .438 


- .076 


16.417 


- 19 


+ .239 





June 15.5 


15.4 


+ .608 


- .030 


22.662 





+ .140 





16.4 


15.4 


+ .538 


- .061 


23.187 





+ .244 





16.5 


18.2 


+ .517 


- .077 


23.176 


- 34 


+ .174 


+ 84 


Circle W. 
















19.4 


15.5 






24.834 


- 47 


+0.191 





19.5 


18.2 


+0.653 


-0.015 


24.827 





+ .149 





26.5 


18.2 


+ .655 


- .068 


. 27.639 





+ .421 





27.5 


18.2 


+ .718 


- .024 


28.028 


- 20 


+ .886 





28.6 


18.3 


+ .686 


- .014 


28.414 





+ .868 





Julj 1.5i» 


17.8 


+ .619 


- .029 


29.668 




+ .827 





8.6 


18.3 


+ .812 


+ .011 


30.371 


- 87 


+ .485 





8.5 


18.8 


+ .723 


+ .020 


+2 32.145 


- 82 


+ .455 
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1893. 


Sid. 
Hour, 


b 

+0.735 


c 

8 

-0.043 


JT+m 

m 8 
+3 82.924 


H.Var. 
in O-.OOl 


n 
+0.446 


H.Var. 
in O-.OOl 


Circle E. 
July 10. 51' 


h 

18.3 


- 22 





11.5 


18.3 


+ .638 


- .046 


83.879 





+ .840 


- 16 


15.5>o 


17.8 


+ .787 


- .002 


84.961 





+ .308 





17.5 


18.8 


+ .811 


- .038 


35.638 





+ .481 


+ 31 


18.5»» 


18.2 


+ .884 


- .097 


36.144 





+ .619 


+ 80 


19.5 


18.2 


+ .793 


- .077 


36.532 





+ .658 





21.6 


18.2 


+ .820 


- .082 


87.516 





+ .500 





22.5" 


18.2 


+ .808 


- .099 


87.830 




+ .459 


+ 17 


CircUW. 
















26.4 


16.6 


+0.983 


-0.028 


89.178 





+0.702 





28.4 


16.6 


+ .921 


+ .106 


89.588 





+ .604 





29.4 


16.6 


+ .831 


- .069 


40.112 





+ .785 






1. A number of stars lost by failure of chronograph. 

2. Star observations rejected on account of insufficient illumination. 
8. Observations cut off by clouds. 

4. Very poor condition of star images, and motion of telescope hard. 

6. Observations closed early on account of bad condition of star images. 

6. Very bad condition of star images. Observations cut off by clouds. 

7. Observations closed early on account of the extremely bad images of southern stars. 

8. J T+m applied in thr<>e separate mean values to corresponding portions of the observing period . 

9. Feb. 27.9. Instrument adjusted in azimuth and leveL 

10. Observations cut off by clouds. 

11. Observations closed early on account of bad conditions of observing. Only three clock stars 
obtained. 

12. April 26.2. Instrument adjusted in azimuth and level. 
18. Observations cut off by clouds. 

14. ^ r+m. H. Var. preceding and following 18^.8 adopted as — 0".€50 and +0".012 respectively. 

15. Observations cut off by clouds. Only three clock stars obtained. 

16. May 16.0. Level bulb R 1396, adopted for tbe hanging level. 

17. Observations cut off by failure of chronograph. 

18. Observations cut off by clouds. 

19. July 10 to July 17 inclusive: adopted the mean of the observed values of c, — O'.OSl. 

20. Observations cut off by clouds. 

21. July 18 to July 22 inclusive: adopted the mean of the observed values of e, — 0".089. 

22. Observations interrupted b^ clouds at 16^-7 and 19^5. 
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P Cassiopeiae. 


1893 Oct. 


2 


- .01 




Circle West. 


R.A..OA 8"» 


28».046. 




6 


+ .05 


1892 


Nov. 


4 


-0.03 


Dec., 58^ 34' 






8 


+ .03 




Dec. 


2 


+ .08 


Circle West, 


Mean 




+0.010 






3 


+ .03 


1893 Oct. 15 


+0.10 
+ .19 












4 
8 


- .03 


18 








- .04 






€ Piscium. 










19 


+ .06 












10 


+ .14 


21 


4 .04 


a A., Oh 


57»" 


23*354. 






17 


+ .05 


22 


+ .06 


Dec, 7** 


19'. 




Mean 






+0.080 


27 


+ .18 


Circle West. 




Circle East. 


Mean 


+0.108 


















1893 Oct. 


29 


+0.04 


1893 


Jan. 


7 


-0.02 


Circle East. 




















Nov. 


4 


- .08 






10 


- .11 


1893 Sept. 28 


-0.06 




















Deo. 


8 


+ .01 






18 


- .11 


29 


.00 




4 


- .09 






14 


+ .02 


Oct. 2 


+ .08 




8 


+ .10 






16 


+ .01 


5 


- .03 




10 


.00 


Mean 






-0.042 


8 


+ .06 




17 


+ .06 


1. Anthority, the American Ephemeris 


Mean 


0.000 










lor i9i» 








Mean 
Corr. 




+0.006 
-0.002 










4 Ceti. 












« 








+0.004 




^Ceti. 




R. A., 0^ 18m 


58«.551. 








R.A. 


, 1* 


18m 


4C«.498. 


Dec.. -9** 25 




Circle East. 




















Dec., 


-8° 


44'. 




Circle West. 


1893 Jan. 


10 


-0.15 










1893 Oct 15 


-0.06 




14 


- .06 




Circle West. 


18 


+ .08 




16 


- .01 


1892 


Oct. 


29 


-0.02 


19 


- .06 


Mean 




-0.078 




Nov. 


4 


- .03 


31 


- .02 


Corr. 




+0.002 




Dec. 


2 


- .04 


22 


- .08 






-0.071 






3 


- .06 


27 


+ .06 












4 


- .08 


Mean 


-0.018 












8 


- .06 


Circle East. 


/ Piscimn. 






10 


+ .05 


1892 Sept. 28 


0.00 


R A., 1* 


12m 


16-.73P. 






17 


+ .01 


39 


- .03 


Dec., 29 


8'. 




Mean 






-0.023 
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Circle East 


1893 Dec. 8 


.00 


Piscium. 


1893 Jan. 7 


+0.04 


4 


+ .04 


R. A., 1* 39« 


44«.546. 


10 


- .06 


8 


+ .03 


Dec, 8** 87'. 




13 


- .08 


10 


- .01 


Cirde West. 


14 


- .04 


17 


+0.08 


1893 Oct. 29 


-0.04 


16 


- .01 


Mean -0.037 
Cirde East. 


Nov. 4 
Dec. 8 


+ .08 


Mean 


-0.030 


- .01 






1893 Jan. 7 


+0.03 


.4 








+ .08 


fjL Piscium. 


10 


- .06 


8 


- .03 


B.A., 1* 34'».6 


• 


13 


- .08 


10 


+ .03 


Dec., 5^ 34'. 




14 


- .03 


17 


- .08 


Cirde Wei 


t 
34.73 
34.71 
34.73 
34.66 
34.64 
84.66 
84.71 


16 
Mean 


.00 


Mean 

Circle Ea 


+0.004 


1893 Oct 39 


-0.016 


St. 


Nov. 4 

Dec. 8 

4 

8 

10 


B. D. — 0^ 258. 
R.A., Ih 84"*.6. 
Dec., -0^ 48'. 

Circle West. 
1893 Oct. 29 88.54 
Nov. 4 88.56 
8 88.56 


1893 Jan. 7 
10 
13 
14 
18 

Mean 


-0.01 
+ .08 

- .08 

+ .08 

- .03 


17 


+0.010 


Mean 


84.689 
t. 




Circle Ban 


i Ceti. 




1898 Jan. 7 


34.73 


4 


[88.68]i 


R.A., 1* 46'» 


10».677. 


10 


84.63 


8 


88.54 


Dec., -10° 53' 




18 


34.64 


10 


88.59 


Cirde West. 




84.73 
84.66 


17 
Mean 

Circle Ea 


88.54 


1893 Oct. 39 
Nov. 4 
Dec. 3 


0.00 


16 


88.555 

9^ 


+ .05 


Mean 


84.673 


+ .04 






1898 Jan. 7 


88.59 


8 








+ .03 


rj Piscium. 


10 


38.66 


10 


- .09 


R. A., 1* 35~ 


45*.893. 


13 


88.53 


17 


+ .09 


Dec., 140 48'. 




14 


88.63 


Mean 


+0.030 


Circle Wei 


\t. 

+0.03 
+ .08 


16 

1. Only four clock stars 
threads on this star 
date. Clouds. 


88.58 


Cirde Ea 
1898 Jan. 7 
10 


9^ 


1893 Oct. 29 
Nov. 4 


88.584 
and only four 


+0.06 
+ .15 
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1893 Jan. 18 


+ .10 


Circle East 


Circle West 


14 


+ .09 


1893 Jan. 7 


80.51 


1892 Oct 29 


-0.01 


16 


+ 04 


10 


30.47 


Dec. 2 


+ .01 


Mean 


+0.086 


13 
14 


30.61 
80.55 


8 

10 


- .08 






- .Of 


$ Pisciu 


tn. 

^ 0».940. 


16 
Mean 


80.51 


17 
Mean 


- .0- 


R. A., Ih 48"" 


30.530 


~0^24 


Dec, 2* 40*. 


iSt. 






Circle Ea 
1893 Jan. 7 


Bt 


Circle Wt 






-0.08 


1892 Oct. 29 


-0.02 


67 Ceti 


• 


10 


[+ .28]^ 


Nov. 4 


+ .01 


R. A., 2^^ Urn 


38*.739. 


18 


+ .01 


Dec. 8 


+ .02 


Dec, -6" 55'. 




14 


- .03 


8 


- .05 
+ .01 


Circle West. 
1892 Oct. 29 0.00 


16 
Mean 


+ .04 


17 


-0.002 


Mean 


-0.006 

I8t 


Nov. 4 
Dec. 2 


- .01 

- .04 


1. Very bad images. 


Circle Ec 






1893 Jan. 7 


-0.05 


8 


+ .07 


y Ceti. 




10 
18 
14 
16 


+ .11 

- .03 

- .08 

- .02 


8 
10 
17 

Mean 

CiroUEa 

1893 Jan 7 
10 
18» 
14 
16 

Mean 


-+- .01 
+ .02 
+ .08 
+0.011 

+0.03 
+ .01 

+ .u 

- .06 
+ .02 


R. A., 2h 87m 
Dec., 2^ 47'. 
Circle We 
1892 Oct 29 
Nov. 4 
Dec. 2 
8 
10 
Mean 

Circle Ea 


45*.827. 

St 

+0.06 
.00 


Mean 


-0.004 


a Pisciura, 
R.A., l'^ 56m. 
Dec., 2 14. 


med. 
6. 

at 
80.54 


- .01 
+ .01 

- .06 


Circle We 


0.000 


1892 Oct. 29 


+0.080 


8t 


Nov. 4 


80.50 


1. Seeing very poor on this date 
unta 2/1.8. 


1893 Jan. 7 


-0.08 


Dec 8 


80.52 
80.46 






10 
18 


+ .05 


8 






- .12 


10 


80.57 


8 Ceti. 




14 


- .01 


17 


80.57 


R.A., 2* 83m 
Dec., -0^ 8'. 


59«.828. 


16 
Mean 


+ .06 


Mean 


30.527 


-0.010 



224 



TABLE n. INDIVIDUAL EK8ULTS. 



fi Ceti. 




1893 Jan. 14 


- .06 


Circle East. 


R.A., 2h Z^ 


9«.899.^ 


16 
Mean 


- .04 


1898 Jan. 7 
10 
18 


+0.05 


Dec., 9° 40'. 


-0.032 


- .01 








— .04 


Circle West 


rj Eridani. 
R. A., 2^ 51"* 1K986. 
Dec.. -9<^ 19'. 

Circle West. 
1892 Oct. 29 -0.02 






1892 Oct. 29 
Nov. 4 
Dec. 2 


t+0.21]i 
+ .09 
+ .05 
+ .08 


14 
16 
Mean 


+ .09 
+ .03 
+0.024 


3 














8 Arietis. 


10 


+ .06 


Nov. 4 


- .04 














R. A , 3^ 5m 


80«.555. 


Mean 


+0.055 


Dec. 2 


- .04 






Circle East. 


3 


- .01 


Dec., 19^ 19'. 




1898 Jed. 7 


-O.Ol 


8 


- .06 


Circle West. 


10 


+ .08 


10 


- .11 


1892 Oct. 29 


+0.01 


18 


+ .01 


17 


+ .08 


Nov. 4 


+ .05 










Dec. 2 


+ .02 


14 


+ .11 


Mean 


-0.036 






18 


+ .04 


Circle East. 


8 


- .01 


Mean 


+0.046 


1893 Jan. 10 


+0.02 


8 


+ .03 


1. Very poor image. 






10 


- .01 






13 


- .01 


17 








+ .06 


41 Arietis. 


14 


- .07 


Mean 


+0.021 






16 


+ .02 






R,A., 2^ 48m 


41«.070. 






Circle East. 






Mean 


-o.oto 






Dec., 26^ 49'. 








1893 Jan. 7 
10 


+0.01 
- .02 


Circle West. 


a Ceti. 




1892 Oct 29 


+0.04 


R. A., 2h 56m 


4K105. 


18 


+ .04 


Nov. 4 


+ .09 


Dec.. 8^ 40'. 




14 


- .05 


Dec. 2 


- .05 


Circle West. 


16 


- .08 


8 


- .01 


1892 Oct 29 


+0.08 


Mean 


-O.OIO 


10 
17 


+ .03 
+ .11 


Nov. 4 
Dec. 2 


+ .13 
+ .02 






o Tauri 


. 


Mean 


+0.085 


8 


+ .03 


RA., 3^ 19m 


3*. 249. 


Circle East. 


8 


- .05 


Dec, 8' 89'. 




1893 Jan. 7 


-0.01 


10 


- .04 


Circle West. 


10 


- .11 


17 


+ .02 


1892 Oct. 29 


+0.02 


13 


+ .06 


Mean 


+0.027 


Nov. 4 


- .07 
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1892 Dec. 2 


+ .00 


c Eridani. 




ri Tauri 




8 


.00 


R.A.., 8* 27m 


53<.885. 


R. A 


, 8* 41m 


7*.876. 


8 


+ .04 


Dec.. -9<» 49'. 




Dec, 


28* 46'. 




17 


+ .07 


Circle West. 




Circle West. 


Mean 


4-0.010 


1892 Oct 29 


+0.01 


1892 


Oct 29 


+0.05 


Circle East 


Nov. 4 


.00 




Nov. 4 


+ .02 


1898 Jan. 7 


0.00 


Dec. 2 


- .01 




Dec. 2 


+ .04 


10 


- .04 


8 


- .06 




8 


- .04 


18 


+ .09 
+ .04 


17 
Mean 


+ .01 




10 
17 


.00 


U 


-0.010 


+ .02 


16 


+ .02 


Circle East. 


Mean 




+0.015 


1898 Jan. 7 


+0.06 




Circle East. 


Mean 


+0.022 


1898 


Jan. 7 


-0.04 






10 


- .08 












18 


- .04 




10 


+ .08 


















18 


+ .03 


f Tauri 


• 


14 


- .07 




14 


+ .08 






16 


.00 




16 


— .06 


R.A., 8A 24m 


57*. 872. 


Mean 


-0.018 


Mean 




—0.004 


Dec., 12^ 84'. 


10 Tauri. 












Circle West, 








32 Eridani. 


1892 Oct 29 


-0.04 


R. A., 8* 8lm. 


4. 


R. A. 


, 8* 48m. 9. 


Nov. 4 


- .07 


iHc, 0^ 4'. 




Dec., 


-8^ 16'. 




Dec. 2 


+ .08 


Circle West. 




Circle West. 






1892 Oct. 29 


24.72 


1892 


Oct. 29 


55.03 


8 


— .04 
















Nov. 4 


24.64 




Nov. 4 


54.98 


8 


+ .08 
















Dec. 2 


24.74 




Dec. 2 


55.05 


10 


.00 
















8 


24.70 




8 


55.02 


17 


+ .04 
















17 


24.67 




10 


55.05 


Mean 


-0.007 


Mean 


24.694 


Mean 




55.026 


Circle East. 


^^ Circle East. 




Circle East. 


1893 Jan. 7 


+0.01 


^m Jan. 7 


24.69 


1898 


Jan. 7 


55.06 


10 


+ .02 


r 


24.61 




10 


54.99 


18 


.00 


18 


24 60 




18 


55.07 


14 


H .01 


14 


24.69 




14 


55.0S 


16 


.00 
+0.008 


16 
Mean 


24.69 


Mean 


16 


55.04 


Mean 


24.656 


55.048 
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XTauri 




1892 Dec. 8 


+ .01 


Circle East. 


RA., 8* 54t» 


45«.063. 


10 


+ .02 


1893 Jan. 18 


48.86 


Dec., 12'* 11'. 




1893 Feb. 11 


.00 


22 


48.38 


Circle West. 


12 


+ .02 


28 


48.44 


1892 Oct. 29 


-0.07 


15 


- .03 


26 


48.36 


Nov. 4 


- .07 


18 


.00 


29 


43.34 


Dec. 2 


+ .01 
- .01 


19 
Mean 


- .IP 


80 
Feb. 8 


43.40 


3 


-0.022 


48.88 


10 


+ .04 
.00 


Circle East 
1893 Jan. 7 -0.03 


Mean 


48.880 


1893 Feb 11 


8 Tauri 




12 


4- .02 


10 


- .03 


R. A., 4^ 16m 


45*.804. 


15 


+ .03 


13 


- .02 


Dec., 17** 17'. 




18 


+ .07 


14 


.00 


Circle West. 


Mean 


+0.002 


16 


.00 


1898 Feb. 15 


+0.01 


Circle East. 


18 


- .01 


18 


- .06 


1893 Jan. 7 


-0.03 


22 


+ .13 


19 


.00 


10 


+ .02 


23 


+ .04 


Mean 


-0.017 


18 


- .01 


26 


+ .06 


Ccrr. 


- .006 


14 


+ .03 


29 


.00 


Circle East. 


16 


.00 


«0 


+ .01 


1898 Jan. 26 


-0.05 


18 


.00 


Feb. 3 


- .02 


Feb. 8 


+ .06 
+0.005 
+ .006 


22 
28 


+ .01 
+ .04 
- .04 


Mean 
1. Not included among 


+0.002 
' clock stars. 


Mean 
Corr. 


29 












30 


.00 


fi Tauri 
R. A., 4^^ 9m.7 




€ Tauri. 
R.A., 4A 22m 




Mean 


+0.002 


22».082. 






Dec, 8^ 37'. 
Circle We 




Dec., 18** 66'. 
Circle Wei 




V Tauri 




''• A 


%t 


B A., 3fc 57"» 


27».818. 


1893 Feb. 11 


43.4fl'S 


1893 Feb. 11 


-0.02 


Dec., 5* 42'. 




12 


43.37 


12 


- .01 


Circle Went. 


15 


43.30 


15 


+ .01 


1892 Oct. 29 


-0.06 


18 


43.40 


18 


- .02 


Nov. 4 


- .10 
+ .03 


19 
Mean 


43 42 
43.398 


19 
Mean 


.00 


Dec. 2 


-0.008 
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Circle East 




Circle West 


1893 


Jan. 28 


- .15 


1898 Jan. 18 


-0.04 


1893 


Feb. 11 


-0.02 




26 


- .05 


22 


- .01 




12 


- .02 




29 


+ .08 


28 


- .01 




15 


+ .01 




30 


- .04 


26 


+ .04 




18 


- .01 




Feb. 8 


- .08 


29 


- .02 




19 


- .03 




10 


- .03 


80 


.00 
+ .01 




25 
Mar. I 


- .03 
+ .01 


Mean 


Mar. 4 


- .05 


Feb. 8 


-0.042 


Mean 


-0.004 


Mean 
1893 


+0.007 
Circle East. 
Jan. 18 -0.03 












o Orionis 










y Eridan 


i. 




22 


- .01 


RA., 5/^ 16 


W.8. 


R. A., 4^^ 80m 


58«.804. 




23 


-i .06 


Dec., -0' 29'. 


Dec., -8' 84'. 






26 


- .06 




CircU West. 


Circle West. 




29 


- .05 


1893 


Feb. 11 


17.90 


1898 Feb. 11 


+0.08 




80 


- .01 




12 


17.99 


12 


+ .05 




Feb. 8 


- .01 




15 


18.01 


15 


.00 




itar. 4 


.00 




19 


17.98 


18 


+ .02 


Mean 




-0.029 




25 


18.05 


19 


- .01 








Mean 


Mar. 1 


18.00 




P Eridani. 




Mean 


+0.018 


17.988 


Circle East. 


B.A 


., 5* 2m 


85».851. 




Circle East. 


1898 Jan. 18 


+0.08 


Dec. 


, -5^ 18', 




1898 


Jan. 18 


17.95 


22 


+ .01 




Circle West. 




22 


18.00 


28 


+ .08 


1893 


Feb. 11 


+0.08 




28 


18.01 


26 


+ .08 




12 


- .05 




29 


17.98 


29 


+ .05 




15 


- .08 




80 


17.98 


80 


- .02 




19 


- .01 




Feb. 10 


17.95 


Feb. 8 


- .01 


Mean 


25 
Mar 1 


- .12 

- .01 


Mean 


Mar. 4 


17.98 


Mean 


+0.024 


17.979 




-0.082 














«* Orionis. 




CircUEast. 




y Orionie 


. 


B. A., 4^^ 48m 


40».641. 


1893 


Jan. 18 


-0.04 


B. A. 


, 5* 19m 


28<.480, 


Dec., 2* 15'. 






22 


- .02 


Dea, 


6* 15', 
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Circle West. 


1893 Feb. 10 


56.29 


Circle East, 


1893 Feb. 11 


+0.03 


Mar. 4 


56.37 


1893 Jan. 18 +0.01 


12 


+ .04 
4- .06 


Mean 


56.358 


22 + .01 


15 






28 - .08 






t Orionis. 




19 


.00 


R. A., 5^ 80»» 


Ilf9l2. 


29 [+ .23]» 


25 


- .01 


Dec., -5^ 58'. 




80 .00 


Mar. 1 


.00 






Feb. 10 + .03 






Circle West. 




Mean 


+0.020 


1898 Feb. 11 


-0.05 


Mar. 4 + .08 


Circle East. 






Mean 0.000 


1893 Jed. 18 


-0.05 


12 

15 


.00 
- .03 


1. Faint and diffuse. Cloadin^ np. 


22 


+ .04 








19 


+ .01 


$ Aurigae. 


28 


+ .06 












25 


+ .02 


E.A, 5* 52w 25».478. 


29 


+ .05 












Mar. 1 


- .01 


Dec, 87« 12'. 


80 


+ .08 










Mean 


-0.010 


Circle West, 


Feb. 10 


- .02 












Circle East, 


1893 Feb. 11 +0.06 


Har. 4 


+ .02 












1898 Jan. 18 


-0.01 


12 + .08 


Mean 


+0.019 












22 
23 


- .05 
+ .01 


15 + .11 


119 Tauri. 


19 + .01 


s- 




3^) 


- .04 


Mar. 1 + .06 


E.A., if 25m.9. 








Dec, 18^ 80'. 




Feb. 10 


+ .01 


Mean +0.054 






Mar. 4 


+ .03 


Circle East, 


Circle West. 












Mean 


^008 


1893 Jan. 18 +0.01 


1893 Feb. 11 


56.32 
56.36 








12 


K Orionis. 


22 + .02 










23 + .06 


15 


56.46 


R. A.. 6A 42w 


40«.872. 


Mar. 4 + .09 


19 


56.81 


Dec. -V 42'. 




Mean +0.045 


25 


56.42 


Cirolr Wr*** 




Mar. 1 


56.41 


\/ */ K^l/Ky WW C 

1893 Feb. 11 


-0.05 


/I Geminorum. 


Mean 


56.880 


12 


.00 


RA., ^ 16w 29».209. 


Circle East. 


15 


- .04 


Dec., 22* 34'. 


1893 Jan. 18 


56.36 


19 


+ .01 


Circle West, 


22 


56.86 


25 


+ .01 


1893 Feb. 12 +0.06 


23 


56.86 


Mar. 1 


- .00 


15 - .02 


W 


56.41 


Mean 


-0.012 


19 - .08 
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1893 Feb. 25 


+ .12 


Circle East. 




Circle West. 


Mar. 1 


+ .03 


1893 Jan 18 


+0.04 


1693 


Feb. 11 


+0.04 


Mean 


+0.082 


22 


+ .02 




12 


+ .01 


Corr. 


- .008 


23 


+ .04 




15 


- .04 


Circle East, 


30 


+ .02 




19 


+ .01 


1893 Jan. 22 


+0.04 


Feb. 10 


- .01 




25 


+ .02 


80 


+ .04 
+ .02 


Mar. 4 
Mean 


+ .04 
+0.025 


Mean 


Mar. 1 


- .01 


Feb. 10 


+0.005 


Mean 


+0.033 
+ .008 






1893 


Circle Eat 
Jan. 18 


it. 


Corr. 






+0.04 






f GominoriiTTi 




22 


- .01 


10 Monocerotis. 


R a;, ^h 87m 


20*935. 




28 


+ .02 


R A.. O'^ 22w 


40«.541. 


Dec., 25^ 14'. 






80 


- .01 


Dea, -4^ 41'. 




Circle West. 




Feb. 10 


+ .01 


Circle We$t. 


1898 Feb. 11 


+0.05 




Mar. 4 


.00 


1893 Feb. 11 


-0.04 
+ .002 


12 
15 


+ .00 
+ .02 


Mean 




+0.008 


Corr. 


$ Canis Ma; 


oris. 


Circle East 


19 


.00 


R.A. 


, 6* 49i» 


18».118. 


1893 Jan. 18 


+0.01 


25 


+ .06 


Dec. 


. -11** 54 


'. 


Mar. 4 
Mean 
Ck)rr. 


.00 
+0.005 
- .002 


^ Mar. 1 - .01 
Mean +0.020 

Circle East 
1898 Jan. 18 +0.08 

22 + .05 

23 + .08 
30 + .09 

Feb. 10 + .01 


1893 
Mean 


Cirde We 
Feb. 11 

12 

15 

19 

25 

Mar. 1 

Circle Ea 


St. 

-0.11 

- .03 

- .06 


y Geminorum. 
B.A., ^ dim 3U.822. 
Dec., 16*^ 29'. 
Circle West. 


- .01 

- .05 
+ .04 
-0.037 

Bt. 


1893 Feb. 11 


0.00 


Mar. 4 


- .01 


1893 


Jan. 18 


-0.01 


12 


.00 


Mean 


+0.050 




22 


- .06 


15 


- .01 
.00 








23 
80 


- .02 


19 






- .09 


25 


+ .02 


$ Geminorum. 




Feb. 10 


+ .01 


Mar. 1 


+ .02 


R.A., 6/i 89m 


17*. 081. 




Mar. 4 


- .02 


Mean 


+0.005 


Dec., 13*> 0'. 




Mean 




-"o7o82 
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19 Monocer 

R. A., ^ 57m 

Dec, -4^ 5'. 

Circle We 


Otis. 
36».054. 

Ml. 

+0.04 

- .05 

- .08 

- .01 

- .06 

- .06 


1893 Jan. 23 

30 

Feb. 10 

Mar. 4 

Mean 


1 1 + 1 
*2 g 2 2 


Circle Eai 

1893 Jan. 18 

22 

23 

30 

Feb. 10 

Mean 


9t. 

-0.02 

- .01 

- .10 


1893 Feb. 11 


-0.003 


.00 


12 


S Geminor 
R.A., 7* 18m 
Dec, 22' 10'. 
Cirde We 
1893 Feb. 11 
12 
15 
19 
25 
Mar. 1 
Mean 

Circle Ea 

1893 Jan. 18 

22 

23 

30 

Feb. 10 

Mar. 4 

Mean 


imi. 
43*.958. 

0.00 
• .00 
+ .13 
+ .05 
+ .04 
- .03 


- .02 


15 


-0.030 


19 

25 

Mar. 1 


a Cancri 

R. A., 8fc 52m 

Dec, 12^ 16'. 

Circle We 
1893 Apr. 14 

23 

Mean 

COTT. 

Circle Ea 
1893 Mar. 4 

17 

19 

25 

28 

Apr. 1 

2 

Mean 

Corr. 


38».155. 


Mean 

Circle Ea 
1893 Jan. 18 


-0.037 

-0.06 

- .07 

- .04 

- .03 

- .04 

- .05 


8t. 

+0.00 
- .04 


22 
23 


-0.020 
-0.004 


30 
Feb. 10 
Mar. 4 


+0.030 

St. 

-fO.02 
+ .02 
+ .08 
+ .02 
+ .05 
+ .01 
+0.033 


-0.02 

- .01 

— 05 


Mean 


-0.048 


- .04 


X Geminor 
.R.A., 7* llm 
Dec, 16^ 43'. 
Circle We 
1893 Feb. 11 


urn. 
56*.635. 

8t. 

+0.03 

- .02 
+ .06 
+ .03 

- .03 
.00 


- .02 

- .03 

- .03 
-0.029 
+0.004 


12 
15 
19 
25 
Mar. 1 


P Canis Minoris. 
R. A., Ih ^im 20«.884. 
Dec, 8^ 30'. 

Circle West 

1898 Feb. 11 0.00 

12 - .02 

19 - .04 

25 + .02 

Mean -0.010 


tf Hydra( 

R.A., 9* 8m 

Dec, 2o 45'. 

Circle We 
1893 Apr. 3 

14 

23 

Mean 

Corr. 


3. 
47*848. 

8t. 

+0.08 


Mean 

Circle Ea 


+0.012 
at. 
+0.01 
.00 


- .05 

- .01 


1898 Jan. 18 
22 


-0.010 
- .001 
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CireU East. 


Circle West. 




o Leon is 


, 


1893 Mar. 4 


+0.06 


1893 Apr. 14 


+0.05 


R.A., 


^ 85m 


26'.424. 


17 


- .02 


23 


+ .05 


Dec., 


10*» 22'. 




19 


- .00 


Mean 


+0.050 




Circle West. 


25 


- .01 


Corr. 


+ .003 


1893 


Apr. 14 


0.00 


28 


+ .04 


Circle East. 




23 


- .04 


Apr. 1 


.00 
+ .01 


1893 Mar. 17 
19 


-0.01 
+ .07 


Mean 


27 


- .02 


2 


-0.020 


Mean 


+0.011 


25 


.00 


Corr. 




- .003 


Corr. 


+ .001 


28 
Apr. 1 


+ .14 
+ .06 


1893 


Circle Eat 
Mar. 4 


t. 






-0.01 


23 Hydrae. 


2 


+ .05 




17 


- .03 


It. A., 9fc llm. 


4. 


Mean 


+0.052 




19 


- .06 


Dec., -6^ 54' 




Corr. * 


- .003 




25 


- .07 


Cirde West, 








28 


.00 


1898 Apr. 8 


22.86 


I Hydrae. 




Apr. 1 


- .04 


14 


23.85 


R. A., 9^ 84m 


4. 




2 


- .04 


23 


22.97 


Dec, -0* 39'. 
Circle West. 


Mean 
Corr. 




-0.036 


Mean 


22.893 


+ .008 


Ck>rr. 


+ '.002 


1893 Apr. 14 


23.50 














CircU Ea»L 


23 


23.51 




€ Leon is 




1893 Mar. 4 


22.92 

22.88 


27 
Mean 


28.53 


R A. 
Dec., 


, 9^^ 89m 
24^ 16'. 


46«.681. 


• 17 


28.513 




19 


22.94 


Corr. 


.000 




CircU West. 


25 


22.89 


CircU East. 


1893 


Apr. 14 


-0.01 


28 


22.97 


1893 Mar. 4 


23.46 




28 


- .01 


Apr. 1 


22.91 
22.92 


17 
19 
25 


23.43 
23.48 
28.46 


Mean 
Corr. 


27 


- .05 


2 


-0.028 


Mean 


22.919 


- .009 


Corr. 


- .002 


28 
Apr. 1 


23.54 
23.49 


1893 


Circle East. 






Mar. 4 


— u.u» 


a Hydrae. 


2 


23.51 




17 


+ .01 


R.A.. 9A 22m 


19».742. 


Mean 


23.481 




19 


- .03 


Dec, -8' 11'. 




Corr. 


.000 




25 


- .02 
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1893 Mar 28 


-0.05 




Circle East. 




Cirde West. 


Apr. 1 


- .03 


1893 


Mar. 4 


+0.01 


1893 


Apr. 14 


-0.08 


2 


- .03 




17 


- .02 




23 


+ .01 


Mean 


-0.024 




19 


- .08 




27 


+ .03 


Corr. 


+ .009 


Mean 
Corr. 


25 

28 

Apr. 2 


- .04 

- .01 

- .04 
-0.030 
+ .006 


Mean 
Corr. 

1893 

Mean 
Corr. 


Circle Ea, 
Mar. 17 

19 

25 

28 

Apr. 1 

2 


+ 0.003 


6 Sextan 
R. A., 9^ 45'» 
Dec., -3*^ 44'. 
Circle We 


tis. 
50«.512. 

8t. 

0.00 
+ .03 
- .01 


+ .004 

9t. 

+0.02 

- .04 
+ .01 

- .02 
+ .02 

- .01 


1893 Apr 14 
23 
27 


R.A. 
Ddc., 

1893 


a Leonis. 

lOfc 3»« 40«.425. 

12*^ 29'. 
Circle West. 
Apr. 14 +0.02 


Mean +0 007 
Corr. + .001 


-0 003 
- .004 


1893 Mar. 4 


+0.01 




23 


+ .01 




{ Leonis. 


17 


+ .02 




27 


- .03 


R.A., 


lO'^ 10m 


44«.871. 


19 


+ .08 


Mean 




0.000 


Dec., 


23° 57'. 




25 


+ .04 


Corr. 




- .004 




Circle West. 


28 


+ .09 




Circle East 


1893 


A.pr. 14 


-0.01 


Apr. 1 


- .01 


1893 


Mar. 4 


+0.05 




23 


- .02 


2 
Moan 


+ .04 
+0.089 




17 
19 


- .02 

- .(3 


, Mean 


27 


- .03 
-0.020 


Corr. 


- .001 




25 

28 


- .01 

- .01 


Corr. 


Circle Ea 


- .009 


tf Leonis. 


St. 


R.A., lO/i !»» 29*.967. 
Dec., 17' 17'. 

Circle West. 
1898 Apr. 14 +0.01 


Mean 
Corr. 


Apr. 1 
2 


+ .09 
- .01 


1893 


Mar. 17 
19 
25 
28 

Apr. 1 


0.00 
- .06 


+0.009 
+ .004 


- .05 

- .07 

- .04 


23 


- .04 










27 


- .01 


R.A. 


X Hydrae. 
, IQ/i 5"* 22^308. 


Mean 


2 


- ,03 


Mean 


-0.013 


-0.042 


Corr. 


- .006 


Dec, 


-ir 49' 




Corr. 




+ .009 
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fi Hydrae. 




Circle East 


Circle West 


RA, 10* 20»» 


54<.920. 


1898 


Mar. 4 


+0.04 


1898 Apr. 28 


+0.08 


Dea, -16' IT. 






17 


.00 


May 7 


- .02 


Circle Wt 

1898 Apr. 14 

28 

27 

May 7 

9 


-0.08 
+ .04 
+ .08 

- .02 

- .01 
.00 


Mean 


19 

25 

28 

Apr. 1 

2 


+ .08 
+ .02 
+ .08 
+ .01 
+ .04 


8 
10 
Mean 
CJorr. 

Circle Ec 

1893 Mar. 4 

17 

19 

25 


- .01 
+ .01 


+0.002 
+ .001 
ist 


+0.081 


-0.08 
- .02 
+ .08 
+ .06 


10 


R. A., 


I Leon is. 

10* 48w 88».0l7. 


Mean 


+0.010 


Circle East 


Dec., 


no 6'. 




28 


+ .02 


1898 Mak*. 4 


-0.02 




Circle West 


Apr. 1 


- .02 


17 


- .01 
+ .01 


1898 


Apr. 14 
28 


+0.01 
- .06 


2 
Mean 


- .01 


19 


+0.004 


25 


+ .08. 




May 7 


- .07 


Corr. 


- .001 


28 


.00 




8 


- .08 












Apr. 1 


+ .02 




9 


- .07 


6 Leonis. 


2 


+ .06 
+0.013 


Mean 


10 


- .05 


RA, 11* 8m 
Dec., 16^ 0*. 


87*. 525. 


Mean 


-0.045 








1898 


Circle East 
Mar. 4 -0.01 . 
17 - .05 


Circle Wi 
1898 Apr. 28 
May 7 


est 


33 Sextantis. 


-0.05 
- .08 


B.A., 10* 86m 


57«.568. 




19 


- .05 


9 


+ .01 


Dea, -1« 10'. 


eat. 




25 
28 


- .04 

- .09 


10 
Mean 


- .02 


Circle W 


-0.022 


1898 Apr. 14 


+0.05 




Apr. 1 


- .06 


Corr. 


- .006 


28 


+ .08 
+ .01 
+ .05 


Mean 


2 


- .07 


Circle Ec 
1898 Mar. 4 
17 


ist 


May 7 

8 


-0.068 


-0.04 
.00 








9 


+ .02 




p'^ Leonis. 


19 


- .08 


10 


+ .01 


RA., 


10* 56m 


22*. 174. 


25 


- .07 


Mean 


+0.028 


Dec, 


-1* 58'. 




28 


- .08 
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1893 Apr. 1 


.00 


Circle East, 


1898 May 7 


+ .02 


2 


- .08 


1893 Mar. 4 
17 


+0.04 
+ .01 


8 
9 


- .02 


Mean 


-0.029 


+ .02 


Corr. 


+ .006 


19 


+ .02 


10 


- .01 






25 


— .08 


Mean 


+0.008 


8 Crateris. 














28 


+ .02 


Circle East. 


RA., 11* 18m 


59^.428. 


Apr. 1 


- .01 










1898 Mar. 4 


+0.06 


Dec., -14^ ir 
Circle We 


at. 
+0.05 


Mean 


+0.008 


17 
19 


+ .04 


18©3 Apr. 23 


V Leonis. 


+ .02 


May 7 


+ .01 


R.A., 11* 31tn 


28^.207. 


25 


+ .04 


8 


- .01 


Dec., -0^ 18'. 




28 


+ .03 


9 


+ .04 






Apr. 1 


+ .06 






Circle West. 






10 


+ .04 


1893 Apr. 28 


-0.05 


Mean 


+0.042 


Mean 


+0.026 


May 7 


- .02 












Circle East. 










1898 Mar. 4 


0.00 


8 


- .01 


95 Leonis. 






9 


- .03 






17 


.00 






R.A., 11* 50m.2. 






10 


- .04 






19 


+ .02 






Dec., 16** 14'. 






Mean 


-0.030 






25 


+ .06 






Circle West 






Circle East. 






28 


+ .01 


1893 Mar. 4 


-0.02 


1898 Apr. 14 


10.88 


Apr. 1 


- .02 


17 


+ .01 


23 


10.27 


o 


.00 


19 


- .02 


May 7 


10.35 


Mean 


+0.009 


25 


+ .01 
.00 


8 


10.34 


0- Leonis. 


28 


9 


10.35 










10 


10.32 


R. A 11* 15w 


\ 87M26. 


Apr. 1 


— .08 






aJmt «X. f A A" A V* 






Mean 


10.827 


Dec., 6^ 86'. 


^M. 


Mean 


-0.008 


Circle Ec 


ist. 


Circle Wi 








1898 Apr. 23 


-0.02 


P Virginis. 


1898 Mar. 17 


10.85 


May 7 


- .01 


R.A., 11* 45« 


^ 7-.262. 


19 


10.28 


8 


- .04 


Dec, ^ 22'. 




25 


10.30 


9 


+ .01 


Circle West. 


28 


10.84 


10 


- .02 


1898 Apr. 14 
28 


+0.01 
+ .03 


Apr. 1 
Mean 


10.80 


Mean 


-0.016 


10.814 



TABLS II. INDIVIDUAL BB8ULT8. 



235 



o Virginis. 


a A., 11^ 69w 


45»495. 


Dec., 9^ 19'. 




Circle West. 


1893 Apr. 14 


+0.04 


23 


- .03 


May 7 


- .01 


8 


+ .04 


10 


.00 


Mean 


+0.008 


Circle East. 


1893 Mar. 4 


+0.01 


17 


- .02 


19 


- .05 


25 


.00 


28 


.00 


Apr. 1 
Mean 


+ .01 
-0.008 


c Corvi 




R.A., 12h 4"» 


37«.288. 


Dec., -22^ 1'. 




Circle West. 


1898 Apr. 14 


-0.02 


28 


.00 


May 7 


+ .02 


8 


- .01 


9 


+ .02 


10 


- .05 


13 


+ .03 


14 


- .04 


17 


- .11 


Mean 


-0.019 



Circle East. 


1898 


Apr. 


1 


+ .01 


1893 Mar. 4 


-0.05 




May 


18 


.00 


19 


+ .08 






20 


- .02 


25 


- .03 






28 


- .08 


28 


- .01 






28 


- .02 


Apr. 1 


+ .08 






29 


+ .04 


May 18 


+ .01 






80 


+ .02 


20 


- .03 


Mean 






+0.004 


28 


- .04 

- .03 










28 










29 


- .01 




c Virginis. 


80 


- .08 


R. A. 


, 12* 14m.9. 


Mean 


-0.014 


Dec., 


8^ 


55'. 










rkV/t'^o 1]7i<i«# 


y Corvi 




1898 


%J*rC 

May 


m> WW ^ 

6 


Of. 

54.84 


R. A., 12fc lOw 


18».158. 






7 


54.90 


Dec., -16^ 56' 








8 


54.98 


Circle West. 






10 


54.90 


1893 Apr. 14 


+0.04 






18 


54.96 


23 


+ .04 






14 


54.89 


May 7 


+ .01 
.00 


Mean 




17 


54.94 


8 


54.909 


9 


- .03 




Circle East, 


10 


.00 


1893 


May 


18 


54.89 


18 


+ .03 






20 


54.86 


14 


.00 






28 


54.81 


17 


- .05 






28 


54.98 


Mean 


+0.003 






29 


54.90 


Circle East 


Mean 






54.878 


1893 Mar. 4 


-0.02 
+ .02 










17 










19 


+ .02 




8 Corvi. 




25 


+ .04 


R. A., 


12* 


24m 


19«.684. 


28 


- .01 


Dec, • 


-15*^ 


55'. 
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CircU West. 


1893 May 29 


- .01 


1893 


May 16 


.00 


1893 


May 

7 
8 


-0.03 
+ .01 
- .01 


30 
Mean 


.00 


Mean 


17 


- .04 




+0.033 


+0 008 










Circle East. 




10 


- .03 


c Virginis. 


1893 


May 18 


-0.01 




13 


+ .08 


RA., I2f^ son* 


51«.021. 




20 


- .04 




14 


+ .02 


Deo., ir 32'. 






23 


- .02 




17 


- .03 


Circle West. 




28 


+ .08 


Mean 




-0.006 


1893 May 6 


-0.01 




29 


- .08 




Circle East. 


7 


- .03 




30 


.00 


1898 


May 18 


+0.03 


8 


.00 


Mean 




-0.010 




20 
23 


+ .05 
.00 


10 
13 


- .02 

- .01 


















28 


+ .01 


16 


- .04 


B. 


D.+ 2«,2664. 




29 


.00 


17 


+ .(6 


R.A., 


13* lOt" 


.8. 




80 


+ .01 


Mean 


-0.007 


Dec, 


2' 88'. 




Mean 




+0.017 


Circle East. 
1893 May 18 -0.04 


1893 


Circle We 
May 6 


St. 




8 Virgin is. 


15.17 


RA., 


12h 50w 


12*.756. 


20 


- .03 




7 


15.18 


Dec., 


3^ 58'. 




28 


- .04 




8 


15.19 




Cirde W$8L 


28 


- .02 




10 


15.19 


1803 


May 6 


-0.08 


29 


- .01 




18 


15.16 




7 

8 

10 


+ .04 
+ .05 
+ .03 


80 
Mean 


- .02 


Mean 


16 
17 


15.18 




-0.027 


15.17 




15.170 










13 


+ .05 


$ Virginis. 




Circle East. 




17 


•+ .07 


R.A., 13* 4w 


24* 544. 


1893 


May 18 


15.18 


Mean 




+0.027 


Dec, -4' 58'. 






20 


15.17 




Circle East 


Circle West. 




23 


15.18 


1898 


May 18 


+0.07 


1893 May 7 


+0.05 




28 


15.16 




20 


+ .05 


8 


+ .05 




29 


15.19 




28 


+ .05 


10 


+ .01. 




80 


15.17 




28 


+ .04 


18 


- .or 


Mean 




15.178 
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a Virgin] 


IS. 


Circle East. 


1893 May 13 


- .08 


B.A., 18* 1»«" 


^ 88«.845. 


1898 May 18 


0.00 


16 


- .01 


Dec, -10' 86', 




20 


+ .08 


17 


- .02 


Circle West. 
1898 May 6 -0.06 


28 

28 
29 


+ .08 
+ .04 
+ .04 


Mean -0.014 
Circle East. 


7 


+ .03 


30 


+ .08 


1893 May 18 


+0.05 


8 
10 


- .04 

- .08 


Mean 


+0.028 


20 
23 


+ .01 
- .03 
+ .02 


18 


- .02 


r Bootis 




28 


16 


- .04 


B.A., 18* 42»* 


10«.687. 


29 


- .05 


17 


- .04 


Dec, ir 59'. 




80 


+ .04 


Mean 


-0.080 


Circle West. 


Mean 


+0.007 


Circle Ea 


-0.02 


1898 May 6 

7 


-0.02 
.00 






1808 Hay 18 






20 


.00 


18 


+ .01 


ff Bootis. 


28 


- .08 


16 


- .08 


R.A., 13* 49>" 


^ 85«.383. 


28 


- .04 


17 


.+ .06 


Dec., 19^ 56'. 




20 


- .04 


Mean 


+0.004 






80 


+ .02 


Circle East. 


Circle West. 


Mean 


-0.017 


1898 May 18 


-0.01 


1893 May 6 


0.00 






20 
28 


- .08 
.00 


7 
18 


- .05 






+ .03 


i Virgin 


is. 


28 


- .08 


16 


- .02 


B A., \Zk 20« 


^ 14«.402. 


29 


- .01 


17 


+ .06 


Dea, -0* 2'. 




80 


- .01 


Mean 


+0.004 


Circle We 


8i. 
+0.01 


Mean 


-^^ 


Circle Ea 


St. 


1898 May 7 








8 


- .04 


89 Virginis. 


18C3 May 18 


-0.02 


10 


+ .02 


B.A., 18* 441" 


' 8«.420. 


23 


- .C2 


18 


+ .04 


Dec., -17** 86' 


. 


28 


- .01 


16 


- .01 


Circle West. 


29 


+ .01 


17 


+ .01 


1898 May 6 


-0.04 


30 


- .02 


Mean 


+0.005 


7 


.+ .08 


Mean 


-0.012 
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T Virginis. 


1893 May 29 


- .03 


Circle East. 


R. A., 18A 56«t 12*.012. 


80 


- .02 


1893 May 18 


-0.04 


Dec., 2* 8'. 




Mean 


-0.010 


28 


- .02 


dirnJA W^a* 






28 
29 


- .06 

- .04 


\^l>rViC WW 

1893 May 6 


-0.03 


<f> Virginis. 


7 


.00 


R. A., 14^ 22'» 41».813. 


30 


+ .01 


10 


+ .05 


Dec., -1" 44' 




Mean 


-0.030 


18 


+ .03 


^Circle West. 






16 


- .04 


1893 May 6 


+0.02 


v Bootis 


pr. 


17 


+ .02 


7 


+ .01 


R.A., 14* 35»»» 41*. 816. 


Mean 


+0.005 


10 


- .02 


Dec., 16° 52' 


• 


Circle East 






Cirde West 






13 


- .04 






1893 May 18 


-0.02 


16 


+ .01 


1893 May 6 


+0.07 


28 


- .02 


17 


- .00 


7 


+ .02 


28 


.00 


Mean 


-0.018 


10 


— .01 


29 


+ .01 


Circle East. 


18 


+ .01 


80 


.00 


1893 May 18 
23 


0.00 
- .01 


16 
17 
Mean 


+ .06 


Mean 


-0.006 


+ .08 






28 


+ .04 


+0.038 


t Virginis. | 






Circle East. 






29 


- .02 






R. A.. 14^ IQm 


24«.16l. 


80 


- .01 


1893 May 18 


+0.01 


Dec., — 5' 29', 




Mean 




23 






0.000 


+ .05 


Cirde We 


at 
-O.Ol 






28 
29 


- .01 


1893 May 6 






.00 


7 


+ .01 


p Bootis 


». 


June 15 


- .05 


10 


.€0 


R. A., 14^^ 27»* 


13M12. 


16 


.00 


13 
16 
17 


- .01 
+ .01 
+ .05 


Dec., 80* 50'. 




Mean 


0.000 


Circle West. 
1893 May 6 +0.05 


/i Virginis. 


Mean 


+0 008 


7 


- .04 


R. A., 14^^ 87m 


25«.226. 


Circle East. 


10 


- .06 


Deo., -5° 11'. 




1893 May 18 


-0.01 


16 


.00 


r irde West. 


28 


.00 


17 


+ .03 


1893 May 6 


-0.01 


28 


.00 


Mean 


-0.004 


7 


+ .01 
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1893 May 10 - .01 

18 .00 

16 - .01 

17 + .01 
June 19 + .02 

Mean +0.001 



CireU East 

May 18 -0.01 

23 + .02 

28 + .01 

29 .00 
80 .00 

June 15 — .03 

16 + .08 



Mean 



+0.003 



c Bootis (a). 
R.A., Uh AQnt 18».907i. 
Dec., 27^ 81'. 

Circle West. 
1893 May 6 -0.07 
7 - .14 
13 - .10 

16 - .07 

17 - .07 
June 19 - .09 

Mean —0.090 

Circle East, 
1898 May 18 -0.09 
28 - .07 

28 - .11 

29 - .09 

80 - .08 
1. Authority, AmeiicaD Ephemeris, 1888 



1893 June 15 


- .14 


1893 


May 17 


29.59 


16 
Mean 


- .18 
-0,101 


Mean 


June 19 


29.68 


29.621 








Circle East. 


109 Virginis. 


1893 


Biay 18 


29.58 


R A., 14* iOm 


50«.306. 




23 


29.59 


Dec, 2* 20'. 






28 


29.60 


Circle West. 




29 


29.61 


1893 May 6 


+0.06 




80 


29.55 


7 


- .04 




June 15 


29.58 


10 

19 


- .01 
+ .08 


Mean 


16 


29.62 


29.590 


16 
17 


.00 
+ .02 














Mean 


+0.010 




t Librae 




Circle East. 


R. A. 


, 15* 6»» 


7*.268. 


1898 May 18 


0.00 


Dec., 


-IV^ 23'. 




23 


+ .02 




Circle West. 


28 


+ .02 


1893 


May 6 


+0.02 


29 


- .01 




7 


+ .03 


80 


.00 




13 


+ .01 


June 15 


+ .02 




16 


- ,08 


16 


+ .04 




17 


- .07 


Mean 


+0.013 


Mean 


June 19 


- .03 
-0.012 
%t. 


110 Virginis. 


Circle Ew 


a A., Uh 57m.5. 


1898 


May 18 


-0.01 


Dec, 2' 30'. 






28 


- .07 


Circle West. 




28 


.00 


1898 May 6 


29.64 




29 


+ .04 


7 


29.64 




30 


- .01 


10 


29.63 




June 15 


+ .02 


13 
16 


29.61 
29.61 


Mean 


16 


- .02 


-0.007 
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TABLE U. INDIVIDUAL RESULTS. 



3 Serpentis. 


1898 May 29 


.00' 


1898 


May 16 


+ .01 


R. A., 16^ 9»».9. 


80 


.00 




17 


+ .01 


Dec., 6*^ 30'. 


9t. 

52.20 


June 15 
16 
Mean 


.00 
-0.05 


Mean 


June 19 
Circle Ea 


- .01 


Circle Wet 


+0.026 


1898 May 6 


+0.006 


St. 

+0.01 


7 


52.17 






1893 


May 18 


18 


52.18 


p Coronae Borealis. 




28 


+ .01 

• 


16 


52.18 


E.A., 16^ 28«« 


25*.060. 




28 


.00 


17 


52.15 


Dec., 29*> 28'. 






29 


+ .OS 


June 10 


52.18 


Circle West. 
1898 May 6 -0.03 




30 
June 15 


+ .08 


Mean 


52.177 


+ .08 


Circle East. 


7 


- .08 




16 


+ .01 


1898 May 28 


52.16 


18 


- .03 


Mean 




+0.014 


28 


52.18 


16 


— .02 








29 


52.17 


17 


- .02 




p Serpentis. 


June 15 


52.18 
52.17 


June 19 
Mean 

CircUEoi 


- .02 


R.A 
Dec. 


., 16^^ 41« 

, 16*> 45' 

Cirde Wt 


• 14*955. 


16 


-0.026 

9t. 


• 


Mean 


52.162 


Mt. 






1898 Biayl8 
23 


-0.12 
- .02 


1893 


VLS.J 6 

7 


-0.08 


p Librae. 


- .06 


B.A., 15^ ll*" 


14*.896. 


28 


- .06 




18 


- .02 


Dec., -8<> 59'. 




29 


- .06 




16 


- .01 


Circle West. 


80 . 


- .07 




17 


- .01 


1898 May 6 


+0.01 


June 16 


- .04 




June 19 


+ .01 


7 


.00 
+ .08 


16 
Mean 


- .04 


Mean 


Circle Ea 


-0.018 


10 


-0.066 


St. 


18 


- .02 






1893 


May 18 


-0.06 


16 


+ .02 


37 Librae. 




28 


- .08 


17 


- .01 


B.A., 16^ 28w 


19«.782. 




28 


- .03 


June 19 


.00 


Dec., -9* 41'. 

Circle West. 




29 
80 


- .08 


Mean 


+0.011 


- .06 


Circle East. 


1893 May 6 


+0.06 




June 16 


- .08 


1898 May 28 


+0.02 


7 


+ .09 




16 


- .01 


28 


+ .06 


18 


.00 


Mean 




-0.086 
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c Coronae Borealis. 




Cirde East. 


Circle West. 


R.A., 16^ 58» 9*.424. 


1898 


May 18 


9.85 


1893 May 16 


+0.01 


Dea, 27'' 11' 






28 


9.85 


17 


.00 


Circle West. 




28 


9.42 


June 19 


- .01 


1898 May 6 


+0.02 




29 


9.84 


Mean 


"T.OOO 


7 


+ .08 




80 


9.86 


Corr. 


+ .015 


18 
16 


+ .01 
- .01 
+ .05 
+ .01 
+0.018 




June 15 


9.81 


Circle East. 


Mean 


16 


9.85 


1898 May 18 

28 

29 

80 

June 15 


+0.08 


17 


9.854 


— .01 

+ .05 


June 19 
Mean 


R. A. 


S Ophiuchi. 
, 16^ 8*^ 44».286. 


+ .01 
+ .08 


Circle Ec 


isL 
0.00 


Dec., 


-8° 25'. 
Circle West. 


16 
Mean 


- .01 


1898 liny 18 


+0.025 


28 


+ .04 
+ .04 


1898 


Biay 6 

7 


+0.05 
+ .01 


Corr. 


- .015 


28 


y Herculis. 


29 

80 

June 15 

16 


.00 
+ .08 
- .01 
+ .02 


Mean 


18 

16 

17 

June 19 


+ .04 
+ .08 
+ .02 
+ .04 
+0.082 


R. A., 16* 17m lit. 998. 
Dec., 19** 24'. 

Circle West. 
1898 B£ayl6 +0.02 
17 - .08 


Mean 


+0.017 








Circle East. 


June 19 


- .06 






i Coronae Borealis. 


1898 


May 18 


+0.06 


Mean 


-o.oJk^ 


R. A., 15^ 57m.2. 




28 


+ .08 


Corr. 


- .007 


^ Dea, 80° 8'. 






28 
29 


+ .02 
+ .06 


Circle East 
1898 B£ayl8 -0.05 


Circle West. 




80 


+ .04 


28 


- .04 


1898 May 6 


9.41 




June 15 


+ .07 


28 


- .05 


7 


9.88 




16 


+ .06 


29 


- .08 


18 


9.48 


Mean 




+0.047 


80 


- .06 


16 


9.37 








June 15 
16 


- .08 

- .04 


17 


9.40 




c Ophiuchi. 


June 19 


9.84 


R. A., 
Deo., 


16^ 12m 
-4" 25'. 


89«.542. 


Mean 
Corr. 


-0.048 


Mean 


9.888 


+ .007 
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TABLE U. INDIVIDUAL KESVLTS. 



p Herculis. 


Cirde East. 




Cirde East. 


B.A., 16^ 25« 87».186. 


1898 July 18 


-0.03 


1898 


June 16 


+0.08 


Deo., 2r 48'. 


21 
Mean 


- .01 




July 10 
11 


- .02 


Circle West 


-0.020 


- .01 


1898 July 26 -0.05 


Corr. 


+ .017 




15 
17 


- .04 

- .07 


Corr. - .008 






CircU East. 


B. A. C. 5647. 




18 


- .08 


1898 July 19 -0.05 

21 - .04 

22 .00 


R.A., 16^ 44m. 
Dec., 18* 26'. 
Cirde We 
1898 July 26 
28 
29 
Mean 

Cirde Ea 
1898 July 18 
19 
21 
Mean 


6. 

St. 

88.26 
88.26 
88.27 


Mean 


19 
21 
22 

L 


- .02 

- .01 

- .02 


Mean -0.080 


-0.021 


CJorr. + .008 


ff Ophiuc 
R. A., 17^^ 4m 
Dec., -15^ 85' 
Circle We 
1898 June 19 
26 
27 
28 
July 1 


iii. 




14<.486. 


I Ophiuchi. 
E.A., 16^ 81w 15».958. 
Dea, -10<> 21'. 

Cirde West. 
1898 July 26 0.00 


88.263 

St. 

88.22 
88.28 
88.28 


St. 

+0.04 
+ .02 
+ .04 
- .02 


Corr. + .004 


88.227 


Cirde East 






- .02 


1898 July 18 -0.04 


K Ophiuchi. 




8 


.00 


19 - .02 


R.A., 16^ 52m 


86« 199. 




8 


- .01 


21 - .02 


Dec, 9<> 82'. 






26 


+ .02 


22 + .04 


Cirde West. 
1898 Junel9 -0.02 


Mean 


Circle Ea 


+0.009 


Mean -0.010 


St. 


Corr. - .004 


26 
27 


- .02 

- .02 


1898 


June 16 
July 10 


+0.05 




+ .08 


1^ Herculis. 


28 


- .02 




11 


+ .06 


B.A., 16^ 89'» 18».641. 


July 1 


+ .02 




15 


+ .08 


Deo., 89^ 7'. 


8 


+ .02 




17 


+ .04 


Cirde West. 


8 


+ .04 




18 


- .01 


1898 July 26 +0.01 


26 


+ .05 




19 


+ .04 


Corr. - .017 


Mean 


+0.006 




21 


+ .02 
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18M July 33 


+ .05 


1893 


June 38 


33.13 


1898 


July 17 


- .03 


Mean 


+0.038 




July 1 
8 


33.14 
33.16 




18 
19 


- .03 






- .01 


U Ophiuc 




Mean 


8 

i 


33.18 




31 
33 


- .01 


R. A., 17* 11«< 


33.148 


- .05 


Dea, r 30'. 






Circle East. 


Mean 




-0.087 


Circle We 


et. 


1898 


June 16 


33.10 
















1898 June 19 


5.97 




July 10 


33.17 




£ Serpent 


is. 


36 


6.01 




11 


33.15 


R.A., 


17* 81» 


87f.686. 


37 


5.91 




15 


33.11 


Deo., 


-15<» 19', 




38 


5.97 




17 


33.10 




CircUWeti. 


July 1 


6.00 




18 


33.14 


1898 


June 19 


-0.03 


8 


5.96 




19 


33.18 




36 


+ .01 


8 


5.97 


Mean 


31 
33 


33.13 
33.07 




37 

38 

July 1 


- .01 


Mean 


5.970 

St. 


+ .01 


CircUEa 


33.131 


- .04 


1898 June 16 


5.97 










8 










- .01 


July 10 


5.98 




a Ophiuchi. 




8 


- .08 


11 


5.93 


R. A., 


17* 39»» ""^ ^^' 


DO«.UOO. 


Mean 




-0.018 


15 


5.88 


Deo., 


13° 38'. 






CiTcU East. 


17 


5.89 




Circle West. 


1898 


June 16 


+0.04 


18 


5.88 


1898 


June 19 


-0.01 




July 10 


+ .04' 


19 


5.95 




36 


+ .03 




11 


+ .05 


31 


5.90 




37 


- ,07 




15 


+ .03 


33 


5.91 




38 

July 1 

8 

8 


- .04 
.00 

- .08 
.00 




17 

18 


.00 


Mean 


5.909 


+ .01 


B. A. C. 5903. 






19 

31 


+ .01 

+ .04 


R.A., 17* 38m.4. 


Mean 


-0.019 




33 


+ .03 


Dec., 85. 






ijxrcie JLCL91, 


Mean 




+0.036 


Circle We^ 


1898 


June 16 


—0.09 








1898 Jtine 19 


33.17 




July 10 


- .04 




LI. 32200. 


36 


33.14 




11 


- .05 


K.A. 


, 17* 84»*.4. 


37 


33.14 




15 


- .04 


Deo., 


-0^ 84', 


- 
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TABLE n. INDiyXDUAL RESULTS. 



Circle West 


Cirde East. 


1893 July 22 


+ .02 


1898 June 19 


27.84 
27.85 


1898 June 16 
July 10 


+0.02 
+ .02 


Mean 


+0.009 


26 






27 


27.87 


11 


- .01 


V Ophiuchi. 


28 


27.84 


15 


.00 


R.A., 17* 68m 8».127. 


July 1 


27.88 


17 


+ .08 


Dec., -9^ 46 


r 


8 


27.84 


18 


+ .05 


Cirde West. 


8 


27.86 


19 
21 


.00 
+ .01 


1898 June 19 
26 


+0.01 


Mean 


27.847 


- .02 


Cirde Ea 


8t. 

27.80 


22 
Mean 


.00 


27 

28 


- .04 


1898 June 16 


+0.018 


- .06 




27.86 
27.82 






July 1 
8 


- .06 
+ .02 


July 10 
11 


y Ophiuchi. 


15 


27.28 


R.A., 17* 42m 


81».616.i 


8 


- .01 


17 


27.28 


Dec., 2^ 44'. 




Mean 


-0.028 


18 


27.81 


Circle West. 


Circle East. 


19 


\ 
2'!. 82 


1898 June 19 


-0.02 


1898 June 16 


0.00 


21 


27.81 


26 


+ .08 


July 10 


- .08 


22 


27.81 


27 

28 


+ .02 
.00 


11 


- .01 


Mean 


27.809 


15 


- .02 






July 1 
8 


+ .02 
- .01 


17 
18 


+ .01 






.00 


p Ophiuc 


hi. 
11M77. 


8 
Mean 


- .01 


19 
21 


+ .01 


R. A., 17* 88»* 


+0.004 


.00 


Dec., 4- 87'. 


St. 


Cirde East. 
1898 Junel6 -0.01 


22 
Mean 


.00 


Circle We 


-0.004 


1898 June 19 '^ 


—0.01 


July 10 


H- .Ul 






26 


+ .04 


11 


+ .02* 


67 Ophiuchi. 


27 


+ .01 


15 


- .02 


R.A., 17* 55m 


17».151. 


28 


- .01 


17 


+ .01 


Dec., 2* 56'. 




July 1 


+ .08 


18 


+ .02 


Circle West. 


8 


+ .02 


19 


+ .02 


1898 June 19 


-0.02 


8 


- ,02 


21 + .01 

1. Corr. toB. J. from Pu6. W. 0. VIII 
not adopted. 


26 
27 


- .04 


Mean 


+0.009 


- .02 
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1893 June28 


.00 


1898 


July 17 


+ .05 




110 Herculis. 


July 1 


- .11 




18 


+ .02 


R.A., 


IBh 41» 


8'.888. 


8 


.00 




1« 


+ .06 


Deo., 


W> 26'. 




8 


+ .02 




21 


- .02 




















Circle West 


Mean 


-0.024 




22 


+ .04 


1898 


June 19 


+0.05 


Circle East 


Mean 




+0.031 




26 


.00 


1808 June 16 


-0.05 










27 


- .01 














July 10 


- .08 




5 n. Scuti. 




28 


+ .02 


11 


- .01 










July 1 


.00 


16 


- .05 


R.A.. 


Xeh 87~ 


41«.598. 




8 


- .08 


17 


+ .01 


Dec., 


-8« 22'. 






8 


+ .02 


18 


- .08 














19 


.00 




Circle West 


Mean 


+0.007 


21 


- .01 


1898 


June 19 


-0.02 




Circle East. 


29 


- .02 




26 


- .04 


1898 


June 16 
July 10 


+0.02 
— .04 


Mean 


-0.027 




27 


.00 












28 
July 1 


+ .06 
+ .07* 




11 
15 


.00 






.00 


ff Serpentis. 




* 8 


+ .01 




17 


+ .01 


B.A., IBh 15«* 


46*.858. 




8 


+ .08 




18 


+ .08 


Dea, -2* 55'. 




Mean 


I 


+0.016 




19 


.00 


Circle West. 










21 


+ .02 








Circle JScut. 








1898 June 19 


+0.02 










22 


+ .08 


26 


- .01 


1898 


June 16 


-0.04 


Mean 


+0.008 




+ .08 




July 10 


- .08 








27 








28 


+ .09 




11 


- .02 


e 


Serpentifl 


Pr. 


July 1 


- .06 

• 




15 


+ .09» 


R.A.. 


18fc 50"» 


58«.995. 


8 


+ .04 




17 


- .05 


Dec., 


4* 8'. 




8 


+ .02 




18 


- .08 




Circle West. 


Mean 


+0.026 




19 


- .05 


1898 


June 19 


+0.01 


Circle Hast 




21 


- .08 




26 


- .01 


1898 June 16 


+0.08 
+ .06 


Mean 


22 


- .04 




27 
28 


— 01 


July 10 


-0.028 


.00 






1. Very taint, doada. 








11 


+ .01 


2. PooTMelDtf. Gkradt. 




July 1 


+ .08 
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1898 July 8 


- .08 


1898 July 19 


16.84 


1898 


June27 


.00 


8 


.00 


21 
22 
Mean 


16.88 
16.85 


Mean 


28 
July 8 

8 


.00 


Mean 


+0.006 
0.00 


+ .01 


Circle Ea 


16.364 


+ .01 


1808 Junel6 






+0.010 


July 10 


.00 


\ Aquilae. 




Circle East. 


11 


.00 


R.A., m 0«* 


34«.285. 


1898 


June 16 


+0.06 


16 


- .02 


Dec., -6* 2'. 






July 11 


+ .04 


17 


+ .02 


Circle West 




17 


+ .04 


18 


+ .04 


1898 Junel9 


+0.01 




18 


- .02 


19 


+ .08 


26 


- .08 




19 


+ .08 


21 


+ .02 


27 


- .08 




21 


+ .04 


22 


- .01 


28 


- .04 




22 


- .02 


Mean 


+0.009 


July 8 
8 
Mean 


- .03 

- .08 


Mean 




+0.024 


g Aquilae. 


-0.025 








B.A., 18* 57m.8. 


Circle East. 




V Aquilae. 


Deo., -8° 61'. 




1898 Junel6 


+0.01 


R.A 


19* 21m.O. 


CircieWest, 


July 10 


- .07 


Dec., 


0* 7'. 








11 


- .01 




Circle West. 


1898 June 19 


16.86 








26 


16.84 


15 


+ .08 


1898 


June 19 


2.74 


27 


16.86 


17 


.00 




26 


2.69 


28 


16.88 


18 


- .04 




27 


2.78 


July 8 


16.40 


19 


+ .02 




28 


2.74 


8 


16,86 


21 


+ .01 




July 8 


2.69 






22 


- .08 




8 


2.68 


Mean 

Circle Ea 


16.868 


St. 


Mean 


-0.003 


Mean 




2.712 












Circle EoMf- 


1898 June 16 


16.85 








\^wl Vl^ iilMr"'-- 








S Aquilae. 


1898 


June 16 


2.71 


July 10 


16.87 
















R.A., 19* 20m 6*.189. 




July 10 


2.71 


11 


16.89 


Dec., 2** 64'. 






11 


2.69 


16 


16.461 
















Circle West. 




17 


2.78 


17 


16.85 
















1898 June 19 


+0.04 




18 


3.71 


18 


16.84 














26 


.00 




19 


2.70 
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1893 July 21 


2.70 


1893 July 8 


- .02 




p Aquilae. 


22 


2.71 


8 
Mean 


+ .02 
+0.027 


R.A. 
Dec., 


, m 60W 
6^ 8*. 


8«.460. 


Mean 


2.708 




4 Aquilae; 


Circle East. 
1898 July 10 +0.04 




Cirde West. 


B.A., m 8lm 


.2. 


11 


- .01 


1898 


JunelO 


-0.01 


Dec., -1<> sr. 




17 


.00 




26 


.00 


Cfirde West. 


18 


+ .08 




27 


+ .08 


1898 June 19 


11.14 


19 


- .01 




28 


- .08 


26 


11.14 


21 


+ .08 




July 8 


- .01 


27 


11.17 
11.19 
11.14 


22 
Mean 


+ .01 
+0.020 


Mean 


8 
Circle Ew 


- .04 


28 


-0.010 


July 8 


rf Aquilae. 


9t. 


8 


11.11 


R.A., m 47'» 
Dec., 0^ 48'. 


l».828.i 


1898 


June 16 
July 11 


-0.04 


Mean 


11.148 


- .02 


Circle East 


Circle West. 




17 


- .04 


1898 June 16 


11.18 


1898 Junel9 


-0.08 




18 


+ .09 


July 10 


11.14 


26 


.00 




19 


- .02 


11 


11.14 • 


27 


- .02 




21 


+ .01 


17 


11.11 


28 


- .01 




22 


- .01 


18 


11.20 


July 8 


+ .06 


Mean 




-0.004 


19 


11.16 
11.14 
11.16 
11.146 


8 

Mean 

CircUEa 
1898 June 16 


- .02 










R. A. 


y Aquari 
, 22* 16» 




21 
22 
Mean 


-0.008 

St. 

-0.08 


i. 
7«.778. 






July 10 


+ .08 


Deo., 


-1<> 66'. 










y Aquilae. 


11 


+ .01 




Circle West. 


B.A., 19^^ 41» 


10«841. 


17 


- .04 


1892 


Oct. 16 


-0.02 


Dec., 10<> 21'. 




18 


+ .01 




18 


- .10 


Circle West. 


19 


- .06 




19 


- .06 


1898 Junel9 


0.00 


21 


- .04 




21 


+ .01 


26 


+ .04 


22 


+ .01 




22 


- .02 


27 


+ .06 


Mean 


-0.012 




27 


+ .02 


28 


+ .06 


1. Corr. to B. J. from Pub.W. 0. VIH 
not adopted. 


Mean 




-0.028 
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TABLE n. INDIVIDUAL RESULTS. 



I Aquarii med. 
B.A., 22^ 28i».8. 
Deo., -0^ 85'. 

Circle West. 
1892 Oct.J15 19.81 
18 19.28 



Mean 



28 + .06 

29 + .02 
Oct, 2 + .02 

5 + .08 
8 + .08 
+0.088 



Circle East 


1892 Oct 19 


19.26 


i Pegasi 


. 


1892 Sep. 29 


-0.02 


21 


19.88 


R.A., 22* 8«» 


7-.508. 


Oct 2 


- .08 


22 


19.80 


Dec, 10** 16'. 




4 


- .07 


27 


19.84 


Circle West. 


5 


+ .08 


Mean 


19.808 


1892 Oct 15 


+0.02 


8 


+ .03 


Circle East 
1892 Sep. 28 19.84 


18 
19 


- .04 


Mean 


-0.012 


+ .06 






29 


19.26 


21 


- .07 






3 Lacertae.* 


Oct 2 


19.81 


22 


+ .06 


B.A.. 22fc 19»» 


21».098. 

8t 


5 
8 
Mean 


19.82 
19.80 


27 
Mean 

Circle Ea 


- .01 


Dec.. 510 41'. 


+0.008 


Circle We 


19.806 


St. 


1892 Oct 16 


+0.05 
+ .08 






1892 Sep. 28 
29 


+0.04 


18 






- .01 


19 


+ .16 


1^ Aquarii. 


Oct. 2 


+ .01 


21 


+ .08 


E.A., 22* 29« 


51«.465. 


6 


- .02 


22 


+ .04 
+ .09 
+0.082 

I8t 

+0.09 

+ .04 

.00 

- .14* 

- .09 


Deo., "09 40'. 

Circle West. 
. 1892 Oct. 15 +0.04 

18 + .06 

19 - .02 

21 + .05 

22 + .01 
27 + .01 

Mean +0.025 


8 

Mean 

1 


- .02 


27 


0.000 


Mean 

Circle Ec 

1892 Sep. 28 

29 

Oct. 2 

5 

8 


X Pegas] 
R.A, 22* 41« 
Deo., 28° 0'. 
Circle We 
1892 Oct 15 
18 
19 


I. 
22i.616. 

St. 

-0.01 
+ .01 


Mean 


-0.020 


+ .08 


L Notnaodaaaplodi 
2. Seeing Tery poor. 


:star. 


Circle East, 
1892 Sep. 28 +0.02 


21 
22 


.00 
- .02 



27 - .01 
Mean 



0.000 
Circle East. 
1892 Sep. 28 -0.04 
29 - .08 
Oct 2 - .04 
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1892 Oct. 5 - .16 
8 - .05 
Mean —0.062 



X Aquarii. 
R.A., 22A 47w 1«.930. 
Dec., -8^ 8'. 

Circle West. 
1892 Oct. 16 -0.08 

18 + .01 

19 - .01 

21 + .03 

22 - .02 

27 .00 
Mean -0.008 

Circle East. 
1892 Sep. 28 +0.02 

28 - .02 

29 + .03 
Oct. 2 + .05 

4 + .03 

5 + .02 
8 + .02 

Mean +0.021 



p Piscium. 

R. A., 22^ 68'».4 

Dec., 3* 13'. 

Circle West. 

1892 Oct 15 26.85 

18 25.91 

19 25.88 

21 25.92 

22 25.88 



1892 Oct. 27 25.87 

Mean 25.885 

Circle East 

1892 Sep. 23 25.86 

28 26.89 

29 26.90 
Oct. 2 25.88 

6 26.91 

8 26.91 

Mean ^6.892 



ir Cephei.* 
B,A., 28^^ 4»» 29«.662. 
Deo. 74^ 48'. 

Circle West 

1892 Oct. 15 +0.28 

19 + .38 

21 + .83 

27 + .23 

Mean +0.305 

Circle East 
1892 Sep. 23 +0.23 
Oct. 4 
5 
8 



Mean 



+ .06 
+ .03 

+ .01 
+0.080 



1892 Oct. 21 - .08 

22 - .03 

27 - .06 

Mean 



-0.052 
Circle East 
Sep. 23 -0.01 

28 - .02 

29 - .03 
Oct 2 - .08 

6 + .02 
8 - .02 



Mean 



-0.027 



1. Aathority, American Ephemeris, 
1893. 



1. Not used for determining the con- 
stant n. 



fj} Aquarii. 
R. A., 23A 8w* 46«.886.i 
Dec. -6<> 88'. 

Circle West 
1892 Oct 16 -0.06 

18 - .04 

19 - .06' 



y Piscium. 
R. A., 23^ llw 87».080. 
Dec. 2« 41'. 

Circle West 
1892 Oct 16 0.00 

18 - .01 

19 + .06 

21 + .05 

22 + .04 

27 - .05 
Mean +0.015 

Circle East 
Sep. 23 +0.03 

28 - .01 

29 + .02 
Oct 2 .00 

4 + .01 

5 + .01 
8 .00 



Mean 



+0.009 
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TABLE n. na>iyn>uAL sksttlts. 



T Pegas 


i. 


B.A., 28* Um^ 


20«.425. 


Dea, 28- 9'. 




Circle West. 


1892 Oct 21 


+0.08 


22 


.00 


27 . 


- .04 


Mean 


-0.003 


Corr. 


- .009 


Circle East. 


1892 Sep. 28 


-0.05 


CJorr. 


+ .009 


K Piscimn. 


R.A.. 28* 21« 


26a.834 


Dec., 0- 40'. 




Circle West. 


1892 Oct 15 


+0.08 


18 


+ .02 


19 


+ .03 


21 


- .01 


22 


+ .10 


27 


- .05 


Mean 


+0.018 


Circle East. 


1893 Sep. 28 


-0.04 


29 


+ .02 


Oct 2 


- .01 


4 


.00 


6 


.00 


8 


- .01 


Mean 


-0.007 





70 Pegasi. 


Circle East 


R.A., 


23* 28w 


44».564. 


1892 Oct 4 


-0.02 


Dec, 


12° 10'. 




5 


- .17 


1892 


Circle West 
Oct 16 +0.03 


8 
Mean 


- .08 


-0.090 




18 


.00 


CJorr. 


+ .044 




19 
21 
22 


+ .01 
+ .01 
- .02 






I Piscium. 




27 


- .02 


B. A., 28* 84'» 


26».776. 


Mean 




+0.002 


Dec., 6® 2'. 






Circle East 


Circle West. 


1892 


Sep. 28 


-0.02 


1892 Oct 16 


-0.02 




28 


- .04 


18 


.00 




29 


- .04 


19 


- .03 




Oct 2 


+ .04 


21 


- .05 




4 


+ .03 


22 


- .08 




5 


- .02 


27 


- .02 




8 


- .08 


Mean 


-0.025 


Mean 




-0.011 


Circle East. 








1892 Sep. 29 
Oct. 2 


+0.01 








.00 


X Andromedae. 


6 


.00 


U.A. 
Dec.. 


, 23* 32'" 
45^ 52'. 


^ 19«.605. 


8 
Mean 


- .02 


-0.002 




Circle Wesi. 






1892 


Oct 16 


+0.02 


A' Aquar 


li. 




18 


+ .05 


E.A., -28* 86«*.2. 




19 


+ .02 


Dec., -18^ 25 


. 




21 


+ .02 


Circle West. 




22 


.00 


1892 Oct 15 


12.52 


Mean 


27 


.00 


18 
19 


12.50 


+0.018 


12.48 


Ccrr. 




- .044 


21 


12.49 
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1892 Oct 22 


12.43 




if> Pegasi. 




Q> Piscium. 


27 


12.44 


R.A., 


23^ 47'" 


2«.614. 


R. A. 


, 23A 58W 


48».97a 


Mean 


12.477 


Dec, 


18' 31'. 




Dec., 


6' 16'. 




Circle East. 
1892 Sep. 28 12.51 

28 12.51 

29 12.54 
Oct. 2 12.53 

5 12.51 
8 12.49 


1892 
Mean 


CircU West. 
Oct. 15 +0.08 

18 + .07 

19 + .04 

21 - .01 

22 - .01 
27 + .04 

+0 027 

Circle East. 


1892 
Mean 


Circle Wa 
Oct. 15 

18 

19 

21 

22 

27 

Circle Ecu 


%t. 
0.00 

- .04 

- .05 

- .01 

- .06 

- .02 


Meftn 


12.515 




-0.030 


Lac. S Sculptoris. 


If. 


R.A., 28^ 43w 2K068. 


1892 


Sep. 23 


0.00 


1892 


Sep. 28 


-0.02 


Dec., -28** 


48'. 




28 


+ .04 




28 


- .02 


Cirde West 




29 


.00 




29 


+ .01 


1892 Oct. 21 


+0.02 




Oct. 2 


- .04 




Oct. 2 


.00 


22 


+ .01 




5 


- .02 




5 


.00 


27 


+ .06 




8 


+ .02 




8 


+ .03 


Mean 


+0.080 


Mean 




0.000 


Mean 




0.000 



Catalogue of Right Ascensions, 

1893.0. 
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Name of Star, 



/3 Cassiopeiae 

I Ceti 

f Piscium 

/ Piscium 

3 Ceti 

ju Pincium 
7 Piscium 
B. D. -0^258 
o Piscium 
C Ceti 

^ Piscium 
a Piscium, m€d. 
67 Ceti 
d Ceti 
y Ceti 

/x Ceti 
41 Arietis 
t} Eridani 
a Ceti 
5 Arietis 

o Tauri 
/ Tauri 
€ Eridani 
10 Tauri 
t} Tauri 



Mag. 

2.0 
3.3 
4.0 
5.0 
3 

5.1 
3.6 
7.3 
4.1 
3.0 

4.0 
4.0 
6.0 
4.0 
8.3 

4.0 
8 8 
8.0 
2.7 
4.1 

8.0 
4.0 
8.0 
4.5 
3.0 



R,A. 1893 0. 



8 28.098 

13 58.549 

57 23.336 

1 12 16.725 
1 18 40.472 

1 24 34.680 

1 25 45.398 

1 34 33.569 

1 39 44.553 

1 46 10.730 

1 48 0.935 

1 56 30.528 

2 11 38.760 
2 33 59.815 
2 37 45.322 

2 39 9 449 

2 43 41.072 

2 51 11.963 

2 56 41.131 

3 5 30.561 

3 19 8.265 

8 24 57.872 

3 27 53.321 

3 31 24.675 

3 41 7.882 



Epoch. 

1890-f- 


No. 
Oba, 


2.78 


11 


2 78 


11 


2.95 


10 


2.98 


12 


2.97 


18 


2.96 


12 


2.96 


12 


2.97 


11 


2.96 


12 


2.96 


11 


2.96 


10 


2.96 


h 


2.96 


12 


2.97 


9 


2.96 


10 


2.96 


9 


2.96 


11 


2.97 


11 


2.96 


12 


2.96 


12 


2.96 


11 


2.96 


12 


2.96 


10 


2.96 


10 


2.96 


11 



DecL 

o 

58 84 

- 9 25 

7 19 

8 8 

- 8 44 

5 34 

.14 4S 

- 48 

8 37 
-10 52 

2 40 

'2 14 

- 6 55 
-08 

2 47 

9 40 
26 49 

- 9 19 

3 40 
19 19 

8 89 

12 84 

- 9 49 
4 

23 46 
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TABLE ni. CATALOGUE OF KIGHT ASCENSIONS. 



Name of Star, 


Mag, 
5.0 


E.A. 


1893.0. 


Epoch, 
1890+ 

2.96 


No. 
Obs. 


Ded. 


32 Eridani 


h m 
8 48 


55*037 


10 


Q ' 

- 8 16 


A. Tauri 


4.. 


3 54 


45.065 


3.08 


19 


12 11 


y Tauri 


4.0 


8 67 


27.808 


8.03 


22 


5 42 


M Tauri 


4.5 


4 9 


48.889 


3.05 


12 


8 37 


S Tauri 


4.0 


4 16 


45.795 


8.11 


5 


17 17 


fi Tauri 


8.6 


4 22 


22.076 


8.04 


12 


18 66 


V Eridani 


8.8 


4 80 


58.825 


8.04 


12 


- 3 34 


jr* Ononis 


4.0 


4 48 


40.623 


8.10 


15 


2 15 


fl Eridani 


3.0 


5 2 


86.814 


8.11 


15 


- 6 13 


o Ononis 


4.7 


6 16 


17.983 


8.11 


13 


- 29 


r Orionis 


2.0 


6 19 


28.499 


8.11 


18 


6 15 


119 Tauri 


4.7 


6 25 


56.369 


8.11 


12 


18 80 


t Orionis 


8.1 


5 80 


11.903 


8.11 


12 


- 6 68 


A? Orionis 


2.6 


6 42 


40.866 


8.11 


12 


- 9 42 


5 Aurigae 


8.0 


5 62 


25.523 


8.10 


9 


87 12 


M Geminorum 


8.0 


6 16 


29.289 


8.11 


8 


22 84 


10 Monocerotis 


5.0 


6 22 


40.530 


8.11 


3 


- 4 41 


y Qeminorum 


2.8 


6 81 


81.887 


8.11 


12 


16 29 


€ Geminorum 


8.8 


6 87 


20.970 


3.11 


12 


26 14 


$ Qeminorum 


8.6 


6 89 


17.037 


3.11 


12 


18 


5 CanisMajoris 


4.8 


6 49 


18.084 


8.11 


12 


-11 64 


19 Monocerotis 


4.8 


6 57 


86.012 


3.11 


12 


- 4 6 


A Geminorum 


8.8 


7 11 


66.689 


8.11 


12 


16 48 


S Gemmorum 


8.8 


7 13 


43.990 


3.11 


12 


22 10 


fi CanisMinoris 


8.0 


7 21 


20.864 


8.10 


9 


8 80 


a Cancri 


4.0 


8 52 


38.180 


3.24 


9 


12 16 


^ Hydra© 


4.0 


9 8 


47.858 


8.24 


10 


2 46 


28 Hydrae 


6.5 


9 11 


22.910 


8.28 


10 


- 6 64 


a Hydrae 


2.0 


9 22 


19.792 


8.25 


8 


- 8 11 


t Hydrae 


4.1 


9 34 


23.491 


8.26 


10 


- 89 
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Name of Star, 


Mag. 
3.6 


H. 


A. 


1893.0. 


Epoch, 
1890+ 

3.25 


No. 
Obs. 


DecL 


o Leonis 


h 
9 


m 
85 


i 8 

26.394 


10 


O ' 

10 22 


£ Leonis 


3.0 


9 


89 


46.661 


3.25 


10 


24 16 


6 Sextantis 


6.1 


9 


45 


50.541 


3.25 


10 


- 8 44 


7/ Leonis 


8.8 


10 


1 


29.945 


3.25 


9 


17 17 


a Leonis 


1.8 


10 


2 


40.483 


3.25 


10 


12 29 


A Hjdrae 


4.0 


10 


5 


22.806 


8.26 


9 


-11 49 


C Leonis 


3.0 


10 


10 


44.839 


3.26 


9 


28 57 


M Hydrae 


4.0 


10 


20 


54.982 


8.28 


13 


-16 17 


38 Sextantis 


6.4 


10 


35 


57.588 


3.27 


13 


- 1 10 


I Leonis 


5.1 


10 


43 


87.968 


8.27 


13 


11 6 


p' Leonis 


5.0 


10 


56 


22.177 


8.26 




- 1 58 


5 Leonis 


3.3 


11 


8 


87.500 


8.26 




16 


d Crateris 


3.8 


11 


13 


59.440 


8.28 


12 


-14 11 


<i Leonis 


4.1 


11 


15 


87.122 


3.28 




6 86 


V Leonis 


4.8 


11 


81 


28.188 


8.28 




- 18 


fl Virginis 


8.8 


n 


45 


7.287 


8.28 




2 22 


95 Leonis 


5.6 


11 


50 


10.321 


3.28 




16 14 


o Virginis 


4.0 


11 


59 


45.495 


8.28 




9 19 


e Corvi 


3.0 


12 


4 


87.272 


8.81 


20 


-22 1 


r Corvi 


2.0 


12 


10 


18.162 


8.80 


21 


-16 56 


Virginis 


5.2 


12 


14 


54.894 


8.88 


12 


8 55 


S Corvi 


2.8 


12 


34 


19.640 


3.88 


18 


-15 55 


S Virginis 


8.0 


12 


50 


12.786 


3.88 


12 


8 58 


e Virginis 


2.6 


12 


56 


51.004 


3.38 


13 


11 32 


5 Virginis 


4.8 


13 


4 


24.540 


8.88 


12 


- 4 58 


B. D. + 2'*.2664 


5.6 


13 


16 


15.172 


8.38 


13 


2 88 


a Virginis 


1.. 


13 


19 


33.821 


3.88 


18 


-10 86 


C Virginis 


8.8 


13 


29 


14.418 


8.88 


12 


- 2 


r Bootis 


4.6 


18 


42 


10.631 


8.88 


11 


17 59 


89 Virginis 


5.0 


13 


44 


3.417 


8.88 


11 


-17 86 
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TABLE III. CATALOOUE OF RIGHT ASCENSIONS. 



Name of Star. 


Mag. 


R. 


A, 


1893.0. 


Epoch. 
1890+ 


No. 
Ob$. 


Decl. 


rj Bootis 


3.0 


h 
13 


m 

49 


35.878 


3.88 


10 


O ' 

18 56 


r Virginis 


4.0 


13 


56 


12.012 


3.38 


11 


2 8 


t Virginis 


4.0 


14 


10 


24.160 


3.88 


11 


- 5 29 


<p Virginis 


5.0 


14 


22 


41.806 


3.38 


11 


- 1 44 


p Bootis 


3.6 


14 


27 


18.095 


8.38 


10 


30 50 


7t Bootis, pr. 


4.3 


14 


35 


41.835 


3.88 


12 


16 52 


/< Virginis 


4.0 


14 


37 


25.228 


8.39 


14 


- 5 11 


s Bootis (a) 


2.6 


14 


40 


18.811 


3.40 


18 


27 81 


109 Virginis 


3.6 


14 


40 


50.818 


3.39 


18 


2 20 


110 Virginis 


4.6 


14 


57 


29.606 


3.89 


14 


2 80 


7 Librae 


4.6 


15 


6 


7.259 


8.40 


18 


-19 28 


8 Serpentis 


5.8 


15 


9 


53.170 


.8.40 


11 


5 20 


P Librae 


2.0 


15 


11 


14.904 


8.40 


18 


- 8 59 


P CJoronae Borealis 


8.8 


15 


23 


25.009 


3.41 


13 


29 28 


37 Librae 


5.0 


15 


28 


19.751 


3.41 


18 


-9 41 


P Serpentis 


8.3 


15 


41 


14.928 


3.41 


18 


15 45 


B Coronae Borealis 


4.0 


15 


53 


9.441 


3.41 


18 


27 11 


I Coronae Borealis 


4.3 


15 


57 


9.371 


3.41 


18 


80 8 


5 Ophiuchi 


3.0 


16 


8 


44.276 
89. $6^ 


8.41 


18 


- 8 25 


t Ophiuchi 


3.3 


16 


12 


3.42 


9 


- 4 25 


y Herculis 


3.1 


16 


17 


11.93H, 


8.42 


10 


19 24 


P Herculis 


2.3 


16 


25 


87.155 


8.56 


4 


31 48 


C Ophiuchi 


2.6 


16 


31 


15.948 


8.56 


6 


-10 21 


7} Herculis 


3.1 


16 


39 


13.637 


8.56 


8 


89 7 


B. A. C. 5647 


5.6 


16 


44 


38.245 


8.56 


6 


18 26 


K Ophiuchi 


8.3 


16 


53 


86.191 


8.52 


17 


9 82 


rj Ophiuchi 


2.8 


17 


4 


14.457 


8.53 


17 


-15 35 


JJ Ophiuchi 


5.9 


17 


11 


5.939 


3.51 


16 


1 20 


B. A. C. 5903 


5.3 


17 


23 


22.133 


3.51 


16 


25 


a Ophiuchi 


2.0 


17 


29 


68.027 


8.51 


16 


12 38 



TABLI ni. 



OATALOOUE OV RIGHT ABCEM8I0NS. 



257 



Name of Star, 


Mag, 


R.A. 1893.0. 


Epoch. 
1890+ 


No. 
Obs, 


Dea. 


h Serpentis 


8.6 


h 
17 


m 8 
81 27.548 


3.51 


16 


O 1 

-15 19 


LL 32200 


6.5 


17 


84 27.828 


3.51 


16 


- 84 


P Ophiuchi 


8.0 


17 


88 11.188 


3.51 


16 


4 37 


r Ophiuchi 


3.6 


17 


42 81.623 


3.51 


16 


2 44 


y Ophiuchi 


8.6 


17 


53 8.114 


3.51 


16 


- 9 45 


67 Ophiuchi . 


4.0 


17 


55 17.125 


3.51 


16 


2 56 


tf Serpentis 


3.0 


18 


15 46.887 


3.51 


15 


- 2 55 


6 H.8cuti 


5.0 


18 


37 41.587 


8.51 


16 


- 8 22 


110 Herculis 


4.0 


18 


41 3.391 


8.51 


16 


20 26 


5 Serpentis, pr. 


4.2 


18 


50 54.008 


8.51 


16 


4 8 


g Aquilae 


5.5 


18 


57 16.864 


3.51 


15 


- 8 51 


A Aquilae 


3.1 


19 


84.221 


8.51 


15 


- 5 2 


^ Aquilae 


8.8 


19 


20 6.206 


3.51 


18 


2 54 


y Aquilae 


4.8 


19 


21 2.710 


8.51 


14 


7 


1 Aquilae 


4.4 


19 


31 11.147 


3.51 


14 


- 1 81 


y Aquilae 


8.0 


19 


41 10.364 


3.52 


13 


10 21 


tf Aquilae 


4.. 


19 


47 1.315 


3.51 


14 


48 


P Aquilae 


4.0 


19 


50 3.443 


8.51 


18 


6 8 


y Aquarii 


3.4 


22 


16 7.753 


2.78 


11 


- 1 55 


8 Lacertae 


4.4 


22 


19 21.129 


2.78 


11 


61 41 


[C Aquarii, med. 


8.8 


22 


28 19.804 


2.77 


11 


- 85 


7f Aquarii 


8.8 


22 


29 51.497 


2.78 


12 


- 40 


C Pegaai 


8.3 


22 


86 7.506 


2.78 


11 


10 16 


A Pegasi 


4.0 


22 


41 22.585 


2.78 


11 


23 


A Aquarii 


4.0 


22 


47 1.939 


2.77 


13 


- 8 8 


ft Piscium 


4.6 


22 


58 25.889 


2.78 


12 


8 18 


K Cephei 


4.6 


28 


4 29.854 


2.78 


8 


74 48 


g> Aquarii 


4.8 


28 


8 46.845 


2.78 


12 


- 6 88 


y Piscium 


4.0 


28 


11 37.092 


2.77 


18 


2 41 


r Pegasi 


4.6 


28 


16 20.406 


2.79 


4 


28 9 
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TABLE III. CATALOGUE OF BIGHT ASCENSIONS. 



Name of Star, 


Mag. 


R. 


A, 1893.0. 


Epoch. 
1890+ 


No. 
Obs. 


Decl 


le Piseiam 


5.8 


h 
28 


m 8 
21 26.880 


2.78 


12 


O 1 

40 


70 Pegasl 


5.0 


28 


28 44.559 


2.78 


18 


12 10 


A Andromedae 


4.0 


28 


82 19.572 


2.79 


9 


45 52 


I Piscium 


4.8 


28 


84 26.762 


2.78 


10 


5 2 


A* Aquarii 


4.6 


28 


86 12 496 


2.78 


12 


-18 25 


Lac 6 Sculptoris 


4.4 


28 


48 21.096 


2.81 


3 


-28 43 


^ipPegarii 


5.6 


28 


47 2.628 


2.78 


12 


18 81 


o) Piscium 


4.0 


28 


58 48.968 


2.78 


12 


6 16 



The End of Vol. IX. 



ERRATA— VOL. K. 



Page 


16, 


line 5. 


Page 


19, 


Hue 31. 


Page 


21, 


line 16. 


Page 


24, 


line .... 



The following errata have been detected while the present volume was in press: 

At end of line for a' p' read a^ p^. 
Insert f after the word affect. 
For z\, 2j read s',, z\. 

Introduce after the table the following foot notes: * Unsatis- 
factory observation. 'Adjusted i^ after this determination. 'Telescope 
was probably disturbed in the reversal. *Reel and objective removed 
from telescope and cleaned just prior to this determination. 

Page 53. Insert A at top of column 7. 

Page 53, last line. For Pegasi, road 70 Pegasi. 

Page 60, first line. For last word read Standard. 

Page 62, line four from bottom. For pa read pair. 

Page 63, pagination. For 53 read 63. 

Page 63, line 12. For left read right. 

Page 170, line 6. For +0.l40o read -0.140 a. 

Page 208, lines 15 and 16. For "changed" read "opposite to that for a star south 
of the zenith." 

Page 208, lines 8 and 12 from bottom. For J^ - T^ read ± (Ti - T^ ). 

Page 208, line 11 from bottom: After cos S insert, "without regard to the sign of 
the latter. " 

Page 208, line 7 from bottom. For di read di sec 8. 

Page 214, line 12 from bottom. Insert 3 before 8. 

Page 222, fi Piscium. Following 1893, January 13 insert January 14. 
•q Piscium, Circle West, Mean. For —0.027 read +0.027. 
B. D. — 0^258. Following 1892, November insert December. 

Page 223, S Ceti, 1892, Dec. 10, read —.05. Dec. 17, read —.04. Mean, read 
—0.024. 1893, Jan. 10, read |"+.28]^ 

Page 226, X Tauri, 1893, Jan. 14, read +.03. 

P^ge 227, IT* Orionis, 1893, Mar. 1, read +.04. Mean, for +0.007 read -0.007. 

Page 230, 19 Monocerotis, R. A. For 5^^ read 6* . 

Page 232, 6 Sextantis. Circle East^ first obs. read Mar. 4. 

Page 236, Virginis. 1893, May 20, read —.04. 

Page 237, i; Bootis. Circle East^ first obs. read 1893, May 18. 




^J 



